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LOUIS B. SCHIESZ, first vice-president of the Public Service Co. of Indiana, who was elected 
president of the Indiana Electric Association at its annual meeting at French Lick, Indiana. Mr. 
Schiesz has been associated with Indiana utility companies since 1912 with the exception of 
five years spent with the Wisconsin-Minnesota Light & Power Co. 
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Base Your Planning on STANDARD UNITS}: 
neers | 
latter ¢ 

By planning to use standard productsin your This is the heart of General Electric’s repetitive wee 
new construction, you can make more accurate manufacture program. divest 





cost estimates. Once power apparatus is ‘‘pack- Take unit substations, for example. When ng 
95 : : } ; e Di 
aged,” it can be priced and delivered onthesame _ standard types and ratings are specified, we can oa 


definite basis as a watthour meter, a motor, or a inform you immediately as to costs and delivery a 


refrigerator. schedules. And further standardization progress Bone 
By carefully studying the requirements of ——-which can be made possible only by your co- me 
innumerable customers, and by co-ordinating operation—-will enable us to extend the ad- §ii,, ; 





our manufacturing facilities, we can offer af @ vantages of accurately predictable investment Power 


saving to you thousands of arrangements and cost to almost all heavy power apparatus. _ 
; ; ; s er 
ratings but using relatively few different parts. General Electric Company, Schenectady 5,N.¥. Byes; 
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Supreme Court Will Rule 
on Holding Company Act 


iB Constitutionality of One Section of ‘Death Sentence Clause’ Certain to 
Be Decided—Decision on Other Section a Possibility—9 Other Cases 


of Interest to Electric Power Indusiry Are Also on Docket 


Constitutionality of both portions of 
the “Death Sentence Clause” of the 
Holding Company Act may be decided 
by the Supreme Court this term. 

The validity of Section 11 (B) (1) 
will be decided in any event since the 
high court last spring granted twin writs 

, of certiorari to both the Securities and 
Exchange Commission and the Engi- 
neers Public Service Co., of which the 
latter challenges constitutionality of the 
“Death Sentence.” 

An SEC order directing Engineers to 
divest itself of $30,000,000 worth of 
utility properties has been upheld by 
the District of Columbia Court of Ap- 
peals. SEC appealed after the D. C. 
court found two points in its order to be 
erroneous. 

Possibility of a ruling on Section 11 
(B) (2) arose with the filing of a peti- 
tim for certiorari by the American 
Power & Light Co. which has been 
ordered dissolved by SEC. Electric 
Power & Light Co., with American, an 
Electric Bond and Shate subsidiary, also 
tas asked for a writ of certiorari to 
challenge constitutionality of 11 (B) 
(2) in a case which was generally simi- 
lar to the American Power & Light case. 
Both cases were consolidated before the 
First Circuit Court of Appeals, which 
wheld the SEC dissolution orders. 
Decision as to whether the high court 
will grant certiorarimand thus review 
€ lower court decision—is expected 
within several weeks. 
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Another case challenging constitu- 
tionality of the “Death Sentence”—that 
brought by the North American Co.— 
idles on the court’s special calendar, 
stymied for lack of a quorum aiter four 
justices disqualified themselves. 

Nine other cases of interest to the 
electric power industry are before the 
high court, on three of which certiorari 
has already been granted. 

Review will be made of a Ninth Cir- 
cuit Court decision affirming refusal by 
SEC to declare the Pacific Gas & Elec- 
tric Co. not a subsidiary of the North 
American Co. The company argued that 
SEC misconstrued the Holding Com- 
pany Act when it found that North 
American’s ownership of 17.71 percent 
of P.G.&E.’s stock gives North Ameri- 
can a “controlling influence” over 
P.G.&E. SEC argued in reply that the 
P.G.&E. had not born the burden of 
proof that it is not subject to “con- 
trolling influence” of North American. 
It admitted that North American has 
appreciably reduced its holdings of 
P.G.&E. stock and plans to liquidate 
them. 

The question of whether junior securi- 
ties should receive any assets of a com- 
pany dissolved by SEC order before all 
charter obligations to senior securities 
have been discharged will be argued 
under certiorari granted Otis & Co. from 
a Third Circuit Court decision approv- 
ing a plan for dissolution of the United 


Light & Power Co. The plan called for 
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distribution of 94.52 percent of U.L.&P. 


assets to preferred stockholders and 
5.48 percent to’ common stockholders. 
Assets are not sufficient to cover the 
charter obligations to preferred stock- 
holders. Award to common stockholders 
was made on estimates of the company’s 
future earning power if it remained in 
business, and the lower court reconsid- 
ers the preferred stock claims as “ma- 
tured claims.” which would have to be 
met before common stock claims. Otis 
& Co. seeks, among other things. de- 
cision on whether the “absolute priority” 
rule is applicable to plans submitted 
under Section 11 (e) of the Holding 
Company Act. The “absolute priority” 
rule stipulates that no plan for dis- 
tribution of assets is fair and equitable 
under which junior securities are given 
anything before senior security obliga- 
tions are met in full. 


Connecticut Case Important 


In a minor case, Dispatch Shops. Inc., 
has been granted certiorari from a de- 
cision of the New York State Court of 
Appeals which held that the company 
could be assessed by the village of East 
Rochester, N. Y., for money with which 
to meet interest and amortization pay- 
ments on bonds issued to pay for a 
municipal power system which refused 
to serve Dispatch. 

In issuing its order, Federal Power 
Commission ruled that a substation at 
Bristol, Conn., at which Connecticut 
Light & Power Co. stepped down high- 


. voltage energy it drew from an interstate 


transmission line owned by the Con- 
necticut Power Co.. is a transmission 
facility, and that since it received inter- 
state energy, its owner, C.L.&P., owned 
transmission facilities in interstate com- 
merce, thus is subject to FPC jurisdic- 
tion. The company contended that since 
energy was only stepped down in voltage 
at the substation, the station was a (is- 
tribution facility, and its ownership thus 
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did not render the company liable to 
federal jurisdiction. 

The Panhandle Eastern Pipeline Co. 
sought review of an Eighth Circuit 
Court decision which upheld an FPC 
rate reduction order issued after the FPC 
trial examiner excluded from evidence 
considerable material dealing with re- 
production cost new of its properties. 
In line with the recent Hope Natural 
Gas decision, the company agreed that 
FPC is not obligated to give weight to 
reproduction cost evidence, but it con- 
tends that the commission must accept 
and consider such testimony. In refus- 
ing the evidence, FPC relied heavily 
upon its precedent of the Chicago Dis- 
trict Electric Generating Corp. Case. 
which excluded reproduction cost evi- 
dence. The case, decided in 1941, was 
not appealed. 

Certiorari also has been sought in two 
other natural gas cases which embody 
principles of interest to the electric 
industry. 

The Colorado Interstate Gas Co. and 
the Canadian River Gas Co., in essen- 
tially identical cases, seek review of 
circuit court decisions upholding FPC 
rate orders which cut rates after exclud- 
ing a total of about $5,000,000 from rate 
bases of the two companies. FPC con- 
tended that certain items in the rate 
bases of each company represented in- 
ter-company profits which should not be 
included in the base. 

In a second request for review of a 
lower court order, American Power & 
Light Co. asked certiorari from a First 
Circuit Court decision affirming an SEC 
order which held up dividends on pre- 
ferred and common stocks of the Florida 
Power & Light Co. owned by A.P.&L. 
A reorganization plan for the Florida 
company directed that it remove $1,- 
815,655 from its surplus and to appro- 
priate yearly from surplus $700,000 
until approximately $10,000,000 had 
been so appropriated. A.P.&L., which 
participated in the reorganization and 
contributed substantially to F.P.&L. 
protested that these removals from sur- 
plus took away money it could, as 
sole stockholder, expect to receive, but 
the lower court ruled that F.P.&L. was 
the only source of an appeal, and that 
A.P.&L., as a stockholder, had no right 
of appeal. 


A.F.L. Union Approved 


Kentucky Utilities Co. has been or- 
dered by the National Labor Relations 
Board to bargain collectively with Local 
B-915 of the International Brotherhood 
of Electrical Workers (A. F. L.) with 
respect to pay, hours, and other employ- 
ment conditions affecting employees of 
the central division of the company. 
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THIS WEEK'S NEWS BRIEFS 


ANIMALS ARE TROUBLE Makers for 
all electric utilities. A tree-trimming 
crew of the Chattanooga Electric Power 
Board recently found the squirrel shown 
below hanging from a neutral. The sup- 
position is that the squirrel made con- 
tact with the live wire on the left and 
in its dying moments gripped the neutral 


with its teeth. In the Ogden area of 
Utah, a four-foot bullsnake climbed a 
30-foot steel tower, wrigged into a 
44,000-volt line, and shorted it. The 
“bump” was so hard that it threw an oil 
switch at Cutler, 50 miles north of the 
Pioneer plant of the Utah Power & 
Light Co. where the snake climbed the 
tower, practically all switches at the 
Pioneer plant. those at the Riverdale 
plant across the valley, and two switches 
in Salt Lake City. thirty miles south. 


CONSOLIDATED Epison reports that 
3,968 of its employees are in the armed 
services and that over 2,000 more are 
on war-time leave of absence working in 
war plants. Still others are in the mer- 
chant marine or in non-combatant serv- 
ice. 


CHAmp Boop Donor of the nation is 
Ben B. Hofstader, assistant to real es- 
tate agent, Consolidated Edison Co. Mr. 
Hofstader was especially honored by the 
Red Cross with a pin indicating that he 
has donated 24 pints of blood not in- 
cluding two pints of blood for Britain 
which he gave before America entered 
the war. His activities in seeking other 
donors are credited with the securing of 
1,200 other donations. 


Noon-TimE Cuurcu Services for the 
well-being of Edison men and women in 
the armed forces are being sponsored by 
a group of Brooklyn Edison employees. 
A catholic and a protestant service are 
held each month. — 


“THE War AND Our Company” jg thy 
story of the Cincinnati Gas & Electr 
Co. and its employees winning the War 
at home. The 32-page booklet tells af 
the company cooperating with the gor. 
ernment in every way, guarding jx 
plants against sabotage, conserving yx] 
materials and making old ones do, maip. 
taining service under most difficult gon; 
ditions; and tells of employees buyin 
bonds, collecting scrap, sewing ai 
knitting for the Red Cross, giving bloo 
and working to their utmost to maintai 


service. The names of 834 employed - 


who entered the services concludes th 
booklet. 


MATERIAL To COUNTERACT municipy 
ownership propaganda was secured 
cently by the Kentucky Utilities Co, i 
a contest sponsored among employeg 
Fifty-seven employees wrote replies j 
an editorial published in the Louisyill 
Courier-Journal proposing that the cit 
buy and operate the local electric aj 
gas utilities and citing the alleged x 
vantages of municipal ownership. 


W. L. R. Emmett, for many ye 
associated with the General Electric (i 
and generally accredited as the fathe 
of steam-electric propulsion for ship: 
will be honored as the first man {i 
whom a tanker will be named when thy 
Kaiser Corp. launches its 100th tanke 
shortly on the West Coast. Tankers ay 
usually named for rivers. 


MecacycLe Heatinc, which pen 
trates to the center of the product to 
cooked or baked, will help speed up ti 
rate of handling customers at a dmj 
store lunch counter by as much as 
percent, increasing total income by: 
much as 6 percent, Vernon W. Shermat 
manager of the industrial electronid 
division of the Federal Telephone 
Radio Corp., declared recently at a wa! 
time conference of the Associated Chai 
Drug Stores. 


’ EvectricaL Raiway Test Car of tht 
University of Illinois is to be sold sin 
much of the work formerly done ont 
car can be done better in the laboratory 
Efforts are being made to preserve th 
car which was built in 1903 and hu 
travelled over 100,000 miles in electri 
railway study, mostly over the lines ° 
the Illinois Traction System. Neatly 
every electrical engineering student # 
Illinois in the last 40 years did som 
work in the car. 
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Refuses Rehearing 
In Ohio Midland Sale 


SEC Leaves Involved Case in 
Hands of Ohio Authorities 


A petition by a number of Ohio vil- 
lages to the Securities and Exchange 
Commission asking for a rehearing in 
the matter of the sale by Associated 
Electric Co. of all the securities and 
indebtedness of its wholly owned sub- 
sidiary, Ohio-Midland Light & Power 
Co. for $2,115,000 to three rural electric 
cooperatives operating in Ohio has been 
denied. 

The villages, Winchester, Lock- 
bourne, Carrol, Lithopolis, Tarlton, 
Amanda and Groveport, claimed that 
the purchasers intend, upon obtaining 
the Ohio-Midland securities, to effect a 
reorganization in controvention of the 
laws of Ohio, and without the approval 
of the Public Utilities Commission of 
that state. 

In its denial, the commission said, 
the situation. remained unchanged 
since its approval of the sale on Sep- 


} tember 7. “In our opinion accompany- 


ing that order we noted that three suits 
to enjoin the purchase of Ohio-Midland 
were pending in the Ohio courts. We 
pointed out that our order would not 
have the effect of requiring the trans- 
actions to be carried out in contraven- 
tin of the Ohio law, since we deter- 
mined only that the proposed sale by 
Associated Electric, a registered hold- 
ing company, met the standards pre- 
scribed by the holding company act.” 


Would Discontinue Service 


Meanwhile, Columbus & Southern 
Ohio Electric Co. has asked the Ohio 
Public Utilities Commission for au- 
thority either to discontinue all service 
to Ohio-Midland or to limit it to the 
amount supplied before sale of Mid- 


® land's securities to the three coopera- 


tives. South Central Rural Electric Co- 
operatives, Inc., Lancaster;  Inter- 
County Rural Electric Cooperative, Inc., 
Hillsboro; and Union Rural Electric 
Cooperative, Hillsboro. Columbus & 
Southern Ohio Electric Co. was an un- 
successful bidder for the Ohio-Midland 
securities. 

In 1925, Columbus. & Southern con- 
tracted to furnish the Scioto Valley 
Railway & Power Co., now Ohio-Mid- 
land, with all energy it would require 
ior 99 years at .0075 per kw.-hr. on the 
condition that Scioto Valley would shut 
own its own powerhouse. Since the 
ops have told the PUC that they 
lan to discontinue all other sources 
energy and take only from the Co- 
limbus firm, Columbus & Southern de- 
tres in its petition that the service of- 
ted to consumers in the city of Co- 


lumbus would be endangered and that 
the company would be forced to supply 
the enlarged system including the 
former Ohio-Midland and cooperative 
systems with energy at a much lower 
rate than usual. 

Opposition of the villages to the sale 
is based on the contention that the util- 
ity would not be able to meet its obli- 
gations on debts incurred by the sales 
under the proposed refinancing pro- 
gram. 


C. of C. Directors Oppose 
Federal Water Authorities 


Directors of the United States Cham- 
ber of Commerce reiterated their op- 
position to federal regional authorities 
for water control and development last 
week by passing a resolution asserting 
that such authorities “tend to socialize 
the waters of the nation.” 

The resolution followed by several 
days the President’s message to Con- 
gress urging that Missouri, Arkansas 
and Columbia Valley Authorities be 
established along the pattern set by the 
Tennessee Valley Authority. 

The resolution expressed a fear of 
infringement upon states rights and de- 
clared that purposes for which regional 
authorities are established can be 
achieved under existing state laws. 
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40 YEARS AND ONLY 54—Miss Irma 
Burch, who at the age of 14 started as a 
billing machine operator with the Cin- 
cinnati Gas & Electric Co., receives a 
certificate of the Veterans Club from 
Vice-President and Secretary George F. 
Brenner. Miss Burch, who is the only 
employee with a 40-year record, began 
work in 1904, the year after her father 
lost his life while working as a foreman 
of a line crew. At that time there were 
only seven other women in the employ 
of the company. Since 1930 Miss Burch 
has been supervisor of the Treasury's 
Financial Statement section 
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Soft Coal Production 
Must Be Increased 


Ickes Warns Average Weekly 
Output Indicates Deficit 


As bituminous coal production fell 
below 12,000,000 tons for the fourth 
consecutive week during the week ended 
September 23, Solid Fuels Administra- 
tor Harold L. Ickes warned that aver- 
age weekly output between now and 
March 31 would have to be increased 
by 344,000 tons if the needs of the coal 
year ending then are to be met. 

Ickes reiterated his prediction that 
output for the coal year ending March 
31 would be 16,000,000 tons below es- 
timated requirements of 626,000,000. 
Production during the week ended 
September 23 was only 11,850,000 tons. 

Not stated but apparent in Ickes’ 
figures was the indication that weekly 
average production will sink even lower. 
Ickes cited average weekly output for 
the first half of the coal year at 11,804,- 
000 tons. This figure multiplied by 
52 weeks production gives an antici- 
pated output of 613,808,000 tons, or 
a coal year deficit of 12,192,000 tons. 
Therefore, if the 16,000,000-ton deficit 
which Ickes predicts is to be realized, 
average weekly production would have 
to slump well below its present level by 
next March 31. Assuming that the 
factors which are lowering coal pro- 
duction would apply steadily, a weekly 
average of 11,650,000 tons might be ex- 
pected by the end of December, and an 
average weekly output of 11,496,000 
tons expected for next March 31. There 
is, of course, no assurance that the 
influences which cut down production, 
principally the continued loss of man- 
power, will operate with such a bal- 
anced effect. 


Few Diversions Made 


Thus far, at least, the Solid Fuels 
program for diversion of 420,000 tons 
of by-product coal monthly to bring 
steel producers up to a 30-day supply 
has not materially affected electric utili- 
ties. It was learned that in District 8, 
one of the two principal producing dis- 
tricts for by-product coal, that few 
diversions under this program have had 
to be made. 

There is reported a strong disinclina- 
tion on the part of steel companies, 
which. owning their own mines nor- 
mally operate on thin coal margins, 
to stock by-product coal for coking 
purposes, regardless of SFA’s insistence 
that they do so. Many steelmakers are 
said to feel that the war will be over 
relatively soon, and they would be stuck 
with considerable money on:the ground 
in the form of unusually large coal 
stocks at a time when orders were 








dropping off. This reluctance to stock- 
pile, it is reported, is further heightened 
by the fact that coal purchased from 
other than their own mines is more 
expensive than that normally available. 


3 Resign as Directors 
of Niagara Hudson Corp. 


Three directors of the Niagara Hud- 
son Power Corp., including Paul A. 
Schoellkopf, chairman of the board, 
have resigned. The resignations were 
brought about by the orders of the Se- 
curities and Exchange Commission of 
last June calling for the reorganization 
of Buffalo, Niagara & Eastern Power 
Corp., under the Public Utility Hold- 
ing Company Act of 1935. 

The board voted to reduce its mem- 
bership from 16 to 14, to abolish the 
office of chairman, and to elect George 
J. Brett, controller of the corporation, 
a director. 

Mr. Schoellkopf, who became chair- 
man of the board of Niagara Hudson in 
1942, will remain as chairman of the 
board of Buffalo, Niagara & Eastern 
Power Corp., and as president of Ni- 
agara Falls Power Co., western affili- 
ates of Niagara Hudson. 

Others who resigned were Col. Wil- 
liam Kelly, president of Buffalo, Ni- 
agara & Eastern Power Corp., as a 
director and vice-president of Niagara 
Hudson, and Dr. Norman R. Gibson, 
vice-president of Buffalo, Niagara & 
Eastern, as a Niagara Hudson director. 

Mr. Brett’s association with the Ni- 
agara Hudson System companies and 
their predecessors began in 1917 when 
he joined the accounting department of 
Niagara Falls Power Co. After becom- 
ing chief acountant, he was elected 
assistant treasurer in 1930. Becoming 
treasurer of the Buffalo, Niagara & 
Eastern Power Corp. and its subsidiaries 
in 1932, Mr. Brett a year later became 
assistant controller of Niagara Hudson 
Power Corp. and in 1941 became con- 
troller. 


WMC Calls 4 Localities 
Labor Shortage Areas 


Four localities were declared Group I 
or acute labor shortage areas this week 
by the War Manpower Commission 
while two former Group I areas were 
reclassified in Group II, areas of labor 
shortage. 

New areas of acute stortage are Fos- 
toria-Findlay-Tifin, Ohio; Fremont- 
Port Clinton, Ohio; Sandusky, Ohio, 
and Salt Lake City. Moved back to 
Group II were Wilmington, N. C., and 
Las Vegas. Nev. 


Krug Made Head of WPB 
When Don Nelson Resigns 


Julius A. Krug, former director of 
the Office of War Utilities, was made 
chairman of the War Production Board 
last week after the resignation of Donald 
M. Nelson, who had headed the agency 
since its organization early in 1943. 

Krug had been serving as acting 
chairman since late August when he was 
put on inactive status by the Navy so he 
could fill the vacancy created by Nel- 
son’s assignment to a mission to China 
and the resignation of WPB’s No. 2 
man, Charles E. Wilson. 

In slightly more than a month as boss 
of the clique-ridden agency, Krug made 
a tremendous impression both on Wash- 
ington and the nation in general, im- 
pressing the former by bringing order 
out of near administrative chaos and 
the country in general by bluntly enun- 
ciating a “hands off” reconversion pro- 
gram whereby industry will be freed 
from wartime controls as rapidly as pos- 
sible when Germany is defeated. 

Krug’s latest promotion will have no 
effect upon demobilization plans for the 
utility industry which are being per- 
fected by OWU Director Edward Falck, 
probably Krug’s closest friend in WPB. 


Indianapolis Power Gets 
WPB Expansion Approval 


Indianapolis Power & Light Company 
has recently received WPB authoriza- 
tion to expand one of its four 132/33-kv. 
transmission substations to relieve an 
overloaded condition and provide for 
future load growth in the southern sec- 
tion of Indianapolis, the company an- 
nounced. 

The project, which involves the ex- 
penditure of nearly $300,000, calls for 
the addition of a 30,000-kva. 132/33 kv. 
transformer bank and_ switching struc- 
ture at Southeast substation and the 
purchase of a single-phase 10,000-kva. 
132/33-kv. mobile,  trailer-mounted 
transformer to be used as a portable 
spare unit for all four 132/33-kv. sub- 
stations. 

To make up the 30,000 kva. bank it is 
proposed to use an available spare 
10,000-kva. transformer from Southeast 
and a similar spare transformer from 
Northeast substations and purchase the 
third 10,000-kva. transformer. 

Included in the project is the pur- 
chase of one 132 kv. and three 33-kv. 
oil circuit breakers, additional steel for 
the structure supporting the 132-kv. 
bus and outgoing 33-kv. lines; three of 
which will be equipped with oil circuit 
breakers, disconnect switches and light- 
ning arresters. Plans also call for the 
construction of 12.5 miles of 33-kv. 








ELECTRICAL WORLD e@ October 7, 1944 


transmission circuit on wood poles tp 
connect the new bank with the rest of 
the system. 

The present schedule calls for work 
on the project to accelerate in October, 
according to a company spokesman, 


California May Operate 
Central Valley Project 


Possibility that California may op. 
erate its vast Central Valley Project has 
been found by State Engineer Edward 
Hyatt, who revealed recently that both 
federal and state laws make such cop. 
trol feasible. Hyatt was delegated to 
study state operation of the project by 
the California Water Project Authority 
following charges that the completion 
of the project is being neglected and 
delayed (Evectricat Wor tp, July 8 44, 
p. 95). 

The Department of the Interior, which 
is constructing units of the CVP, has the 
power to turn over operation to the 
state, which has the authority to operate 
and maintain the project, Hyatt said. 
However, actual transfer of ownership 
could be effected only through an act of 
Congress. 

Although previous legislation em. 
powers the project authority to proceed 
with negotiations, members indicated 
they would make no move to gain con- 
trol of the CVP without a further legis. 
lative mandate. No repayment contract 
would be practicable, the report de. 
clared, until actual cost of the project, 
on which $160,000,000 already has been 
spent, has been determined. 

Hyatt noted in his report that state 
negotiations for repayment of project 
costs had been turned down by a former 
reclamation commissioner on thegrounds 
the state authority lacked power to ta 
as required by federal reclamation lav. 

However, since the authority cal 
force local districts, which would re 
ceive eventually CVP power and watet, 
to levy taxes, it can claim indirect powel 
to tax, Hyatt reported. 

The authority probably could operat 
and maintain the CVP without issuance 
of bonds, in Hyatt’s opinion, through 
water and power contract revenue. 


PUD Loses Utility Suit 


Efforts of the Lincoln County PUD 
to take over certain transmission and 
distribution facilities of the Washington 
Water Power Co. halted recently with 
the dismissal of a condemnation sul! 
against the company pending sinc 
1939. A Superior Court judge at Daver 
port, Wash., signed the dismissal order 
which was the result of a stipulation by 
the attorneys for both parties. 
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Boston Edison Starts 
Construction of Line 


¢-Mile, Underground Tie-in Will 
Link All Sections North of Boston 


Construction has been started by the 
Boston Edison Co. on a 110-kv. under- 
ground tie line about 8 miles long be- 
tween the Mystic generating station in 
Everett, Mass., and the company’s 
110-kv. substation at Woburn, thus pro- 
viding a major link in strengthening the 
transmission facilities in all sections of 
Massachusetts north of Boston. The new 
line will be composed of three single- 
conductor, 500,000-cir. mil. oil-filled, 
lead-sheathed cables. Its transmitting 
capacity will be 100,000 kva.. and it will 
constitute the third of four major sec- 
tions of a circumferential trunk trans- 
mission ring around the Edison terri- 
tory. 

The company will install two 50,000- 
kva., 110-kv. to 14-kv. transformers at 
Mystic in connection with this new line, 
in order to tie it into the 14-ky. bus at 
the generating station. These trans- 
formers will be the largest on the Edi- 
son system and will enable the full 
capacity of the cable to be utilized in 
the transfer of energy in either direction 
between Mystic and Woburn. 


Transmission Ring Described 


The oldest part of the transmission 
ring is the 110-kv. line between the Edi- 
son company’s Edgar steam plant in 
North Weymouth and the New England 
Power System’s dispatching center at 
Millbury. about 6 miles south of 
Worcester. This line continues through 
Pratts Junction to Tewksbury substa- 
tion of New England Power, and thence 
a 110-ky. line runs to Woburn. Boston 
Edison owns the section of ring between 
Edgar and West Medway, and recently 
completed construction of a 110-kv. 
link between West Medway and Fram- 
ingham. At Tewksbury New England 
Power receives energy at 220 kv. from 
the Comerford hydroelectric station on 
the upper Connecticut River between 
Monroe, N. H., and Barnet, Vt., and this 
is transformed at Tewksbury to 110 kv. 
and dispatched either south to the Edi- 
son system at Woburn or west to the 
New England Power System. Comple- 
tion of the Mystic-Woburn link will es- 
tablish a 110-kv. transmission line from 
_ through Millbury to Edgar sta- 
ion, 

The new link will facilitate the flow of 
nergy in bulk in either direction and 
enable the Boston company to transact 
additional purchases and sales of sur- 
plus power to effect fuel savings. At 
low water periods at the hydroelectric 
plants in northern New England the new 
Edison line will provide additional 
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facilities for mutual support. It is hoped 
to complete the new line before the com- 
ing of cold weather, to be followed, 
probably after the war, by the construc- 
tion of the fourth and final link between 
Woburn and Framingham. 


Civilian Goods to Sell 
at 1942 Price Levels 


Prices for civilian goods produced 
after the fall of Germany will be set as 
close as possible to levels prevailing in 
1942, Price Administrator Chester 
Bowles said recently. 

Urging that industry assume the bur- 
den of price setting and return to 1942 
levels voluntarily, Bowles warned that 
a full production economy cannot be 
built on high prices. 

Prices for about a dozen items which 
represent about 85 percent of civilian 
goods which will be produced in volume 
after the fall of Germany, will be set 
by OPA at Washington after consulta- 
tion with manufacturers, Articles which 
comprise the remaining civilian produc- 
tion will be priced either by applica- 
tion to district OPA offices or by a 
formula subject to local revision. 

Retail prices of civilian goods which 
are classifiable as household furnish- 
ings, including many electrical appli- 
ances, were about 22 percent above 
August, 1939, levels when production 
was halted in 1942. 

OPA has two formulas for reconver- 
sion pricing which can be instituted im- 
mediately if Germany were to collapse. 
Pending victory in Europe, OPA will 
consult with manufacturers with the 
intention of getting voluntary agreement 
to return to 1942 price levels. Major 
producers of civilian goods are under- 
stood to favor a return to 1942 levels for 
various reasons. 


Davidson Joins OWU 


C. Girard Davidson, general counsel 
for the Bonneville Power Administra- 
tion, has joined the Office of War Utili- 
ties to assist Director Edward Falck in 
preparing OWU’s demobilization pro- 
gram. 

Davidson is filling in for Herbert S. 
Marks, general counsel for OWU, who 
is now in France studying the needs of 
power systems in liberated areas. David- 
son’s assignment with OWU was de- 
scribed as “temporary.” 

Unofficial reports from Europe indi- 
cate that damage to electric systems in 
France was relatively small because of 
the haste with which the Germans with- 
drew. It is understood that damage in- 
flicted on Italian systems north of Rome 
has been found to be incredibly heavy. 





FPC May Regulate 
Bagnell Operations 


Union Electric Co. Ordered 
to Provide Flood Intormation 


Possibility that a set of regulations 
for operation of the Bagnell project of 
the Union Electric Co. on Missouri’s 
Osage River will be issued by the Fed- 
eral Power Commission under Section 
10 (c) of the Federal Power Act was 
seen this week as the commission sought 
information on past operations of the 
dam with relation to Osage River Valley 
floods. 

FPC last week directed the company 
to submit by November 25 data show- 
ing: 

1. Whether operation of the project 
in the past has affected floods in the 
Osage River valley. 

2. What steps have been taken in 
the interest of flood control. 

3. Whether storage could be reserved 
for floods by reservation of space in 
the Bagnell project between elevations 
660 and 670 feet at the dam, including 
a discussion of the ability of the dam 
to withstand such an operation with 
safety, adequacy of the spillway. esti- 
mated cost of necessary additions and 
estimated increase or decrease in the 
value of both power capacity and an- 
nual energy output resulting. . 


FPC to Act if Necessary 


4, Estimates of the loss of both power 
capacity and annual energy output if 
the maximum power pool of the Bag- 
nell project should be required to be 
held at elevations at the dam not higher 
than 658, 656. 654, 652. 650 and 648 
feet. respectively, reserving storage ca- 
pacities above these elevations for use 
to prevent the aggravation of floods. 

The commission’s order followed 
some years of complaint against opera- 
tion of the project by downstream prop- 
erty owners. The investigation should 
result in a clear-cut determination of 
whether the complaints are valid. If 
they prove to be valid, the commission 
undoubtedly would exercise its right 
under Section 10 (c) to prescribe “such 
rules and regulations . . . for the 
protection of life, health and property” 
as it deems necessary. 

It was understood to be the first 
time the commission has embarked upon 
such an investigation, although a simi- 
lar probe was undertaken some years 
ago by the Corps of Engineers after 
considerable complaint had been raised 
against the Claytor project of the Ap- 
palachian Electric Power Co. on West 
Virginia’s New Riyer. There. was no 


follow-up of the Efrgineers’ report which 
found that the project had little effect if 
any on floods downstream. 





Pacific Gas Eases 
Rural Lines Rules 


Electrification of additional rural 
areas of northern and central California 
was made possible recently by an action 
of the California. State Railroad Com- 
mission which granted an application of 
Pacific Gas & Electric Co., of San 
Francisco, for liberalization of line ex- 
tension rules. 

Former line of extension rules re- 
quired prospective rural customers to 
advance part of the cost of building 
the extension at the rate of 25 cents 
per foot when the distance was in ex- 
cess of specified footage paid for by 
the company. Under the amended 
rules, which were ordered into effect 
as of Sept. 23, the free footage allow- 
ance is doubled, giving the customer 
twice the length of extension before he 
is required to pay anything. 

P. G. & E. also agreed that, until 
January, 1946, it will waive any pay- 
ment by the customer where the cost 
of the extension does not exceed a sum 
15 times the expected annual revenue 
to be derived from, the new line. 
Amounts advanced for line extension are 
refunded to the customer over a period 
of years. 

The utility further stipulated that it 
will bear any deficiency in revenues 
between the “doubled” rule and the pro- 
posed new “15 to 1” rule that might 
occur under the new rule’s operation. 

Pacific Gas already has on file plans 
for 839 extensions involving 1,696 mi. 
of line which will serve 5,452 new cus- 
tomers. Investments incident to con- 
struction of the new lines will approxi- 
mate $4,000,000. 

The company’s application before the 
Railroad Commission was opposed by 
the Redwood Electric Cooperative, Inc., 
and the Foothill Electric Ass’n. Inc., 
but their protests were dismissed. In 
granting the application the Commis- 
sion commented: “The record shows 
that while each of the cooperatives is 
said to have secured financial allot- 
ments for the construction of distribu- 
tion facilities through the Rural Elec- 
tric Administration, yet neither one has 
any plant or electric lines, and no elec- 
tric is rendered to any one.” 


WPB Revokes Order L-28 


WPB has revoked order L-28, govern- 
ing production of incandescent, fluores- 
cent and other electric discharge lamps, 
but the move is not expected to result 
in increased production of lamps. 

The 33 manufacturers in the industry 
are operating at twice the rate of pro- 
duction in 1940, and allocation of 
tungsten, nickel, molybdenum and cop- 


per in the same quantities as previously 
will preclude increases in production, 
WPB said. 

Order L-28-a, which establishes speci- 
fications for the 1800 permitted types of 
these items, remains in effect. 


Predicts Higher Prices 
for Electrical Appliances 


Predictions that the production of ci- 
vilian consumer electrical goods will not 
start until at least six months after the 
defeat of Germany, that the appliances 
will not be far different from those on 
the market in 1940 and 1941, and that 
their cost will be about 21 percent 
greater were made by J. H. Ashbaugh, 
vice-president of Westinghouse Electric 
& Manufacturing Co., recently before 
the Electric League of Pittsburgh. 

Mr. Ashbaugh said that there will be 
plenty of material available when the 
war with Germany is over but that it 
will take time to get it into shape. 

Citing a recent test analysis of a 
Westinghouse product that originally 
cost $25 to make, he said that the same 
item now costs $35 to produce, an in- 
crease of 40 percent. After eliminating 
overtime and other abnormal expense. 
the increase was 2] percent divided as 
follows: 50 percent for labor, 30 per- 
cent for material, and 20 percent for 
overhead caused largely by clerical ex- 
pense in connection with accounting 
and other regulations of the govern- 
ment. He added that the 21 percent 
cost increase might be reduced by im- 
proved manufacturing. 


SEC Bars Samuel Okin 
for Interrupting Hearing 


Samuel Okin. New York attorney 
and reputed owner of 9,000 shares of 
Electric Bond & Share Co, stock, has 
been barred by the Securities and Ex- 
change Commission from participation 
in all the:system’s cases and denied the 
privilege of appearing personally in 
future cases until further notice. 

The unprecedented action of the 
commission was taken last week after 
Mr. Okin burst noisily into the room 
where an oral argument relative to the 
Columbia Gas & Electric Corp. was be- 
ing heard to complain of the action of 
the trial examiner in the Ebasco case 
in excusing a witness whom Mr. Okin 
was :cross-examining. 

Mr. Okin, who frequently has inter- 
rupted SEC proceedings in a number 
of cases, may in the future appear at 
SEC hearings only through counsel or 
else as a spectator with spectator’s 
rights only. 
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Stream Run-Off in East 
50% of Normal in Augus 


Run-off of streams ‘along the Atlantic 
Coast was only.'50 percent of normal 
during August in a region extending 
from Virginia to Nova Scotia, the De. 
partment of the Interior has reported, 

There was a general improvement jp 
Louisiana, Arkansas, Mississippi, 'Tep. § 
nessee, and Kentucky, and on som § 
streams in Kentucky and Louisiana 
there were marked  contra-seasonal 
rises. 

Stream flow continued excessive jn q 
broad region extending from Kansas ty J. 
Manitoba, averaging about four times 
normal for August owing in part to the 
carry-over effects. of above-normal 
stream flow tliat has been prevalent 
since April and in part to the contin. 
ued above-normal ‘rainfall in — thisf 
region. “4s 

Centering in Colorado and Utah, 
stream flow in the central inter-mow. 
tain region’ decreased to subnormal 
rates. ; 

Water supplies in southeastern Ati. 
zona and southerri New ‘Mexico‘'hbete. 
fited materially by above-normal ‘rain 
fall. Stream flow’ in the Pacificll 
Northwest States and British Columbia 
continued’ deficient but somewhat 
higher in relation to normal than last 
month. - 


Nickel, Tungsten Supplies: 
for Lamps Grow Smaller 


Supplies of nickel and tungsten for 
manufacture of incandescent and fluor-§ 
escent lamps are becoming increasingly 
tight; so the industry may be forced to 


resume using nickel-coated steel wilt Keryj 


rather than nickel wire, WPB officials 


told industry representatives at an ad-Mfati 


visory committee meeting last week. 

Increasing military demands for tung 
sten wire, particularly in the sizes be 
tween .0015 and .010 mm. in diameter, 
are complicating the situation. No relief ay 
is seen until February when new facili 
ties will come into production. 


OWU Abolishes Report _ 


Office of War Utilities will not require 
electric utilities to file reports on m& 
terial deliveries and inventories for the 
fourth quarter of 1944, the industry has 
been informed by the Federal Power 
Commission, which handled statistical 
work for OWU. 

The change was brought about by the 
revision of order U-1 which eliminated 
dollar limitations on deliveries. Thitt 
quarter reports are to be filed as us 
by October 31. 
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slifornia Utilities Favor 
ust} Rates Based on Merits 


ntic } (glifornia utilities voiced the con- 
mal fition in San Francisco that the 
ling [jifornia Railroad Commission should 
De. Bore excess profits taxes and consider 
ed, and post-war problems in fixing 
tin Bes during the recent fourth hearing 
len §. the Commission into the effects of 
ome Bijeral war taxes on utility rates. 
ana | Speaking for one of the 130 utilities 
onal rged with escaping payment of war 
fixes by classifying them as operating 
i 8 Bnenses, William W. Clary, represent- 
$ tof the Southern California Gas Co., 
més Ficlared the Commission should fix 
the Fates entirely on the merits of the case. 
mal fyesent conditions must be taken into 
lent wsideration, it was argued, so that 
\tin: Biilities can meet shrinkage in revenues 
thisfind problems of reconversion after 
_ Bustilities cease. 
tab, F Extraordinary problems: of operation 
un F, California’s war-swollen population 
mal f enters which contribute to present, be- 
_fow normal operating .expenses were 
Ati: Bited by L. M. Klauber, vice-president 
ene Bnd general manager of San Diego Gas 
all: & Electric Co. Power. and, fuel usages 
cific ictated by conservation rather than 
ibitAciency, fictitiously low. losses on ac- 
rhat ounts, labor shortages and curtailed 
lastEistomer services condoned only as a 
ar inconvenience were listed as condi- 
ions ending with the war. 
At the same time, utilities are cater- 
ng to an expanded population with 
emporarily expanded’ incomes, Mr. 
auber said. Effects of night shifts, 
hanged eating habits, home canning 
ad laundering and lack of adequate 
putside amusement facilities have tem- 
porarily increased demands upon utility 
pervices, 
Effects of rate. cuts now would be in- 
ad- lationary, E. B. Coyle, attorney for the 
k. Malifornia Electric Power Co. told the 
ing HLommission. Return to sate payers of 
be- Bhe asserted $100,000,000 potential pur- 
tet, Phasing power taken by excess profits 
liel axes would create inflation, it was 
cili- Bhointed out. 
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peattle Assured Canadian 
ivf Aid in Flood Settlement 


ma § Seattle’s (Wash.) municipally owned 


tility, City Light, received assurance 
has Becently that British Columbia will co- 
wel Prerate in settling any financial diffi- 
ical Bilties that may arise from the flood- 

8 of 5,000 acres of Canadian land 
the Ben the third step of the Ross Dam 
ted moject is completed. During a meet- 
int: By with City Light officials, Premier 
ual fin Hart said that no serious difficul- 
'$ would be experienced in satisfying 
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British Columbia interests. 

Approximately 30,000,000 board-feet 
of timber will be logged before Ruby 
Basin, above Ross dam, is flooded. The 
project is part of Seattle’s program to 
increase its electric power. At present, 
the Skagit power project is producing 
75,000 hp. at Gorge dam and 160,000 
hp., at Diablo dam. Ross dam is ex- 
pected to deliver 480,000 hp. 


Lincoln Defends Incentive 
Wage Plan of Company 


Defending the right of a man who 
works with his hands to earn $5,000 a 
year, James L. Lincoln, president of 
Lincoln Electric Co., at a recent lunch- 
eon meeting of the National Economic 
Council in New York, assailed attempts 
by the Treasury Department and the 
Navy to collect nearly $5,000,000 in ex- 
cess profits taxes and renegotiation re- 
funds originally set aside as incentive 
wages for company workers. 

The Cleveland welding rod manufac- 


‘turer said that although wages of Lin- 


coln Electric workers, averaging $5,000 
a year in 1940 and 1941, had resulted in 


_the lowest labor cost per piece in the 


welding rod industry, Jesse F. Gregory, 
a Cleveland Treasury official, had told 
him, “no man who works with his hands 
can be worth $5,000 a year.” 


Wants to Sell Wholesale 
to Forestall Small Plants 


Possibility that development by the 
armed forces of electric lighting units 
may result in use of similar units by 
apartment houses after the war, has led 
the Los Angeles City Council to author- 
ize the drafting of an amendment to the 
city charter permitting wholesaling of 
electricity to such users. 

The charter amendment seeks to le- 
galize: the present practice by which 
owners buy city electricity at a whole- 
sale rate and bill their tenants at a 
retail rate. At present the department 
finds charter authority for such sale of 
electricity somewhat ambiguous and 
wants the amendment for its protection 
in case of litigation. 


Chester Lake Eats Again 


Chester Lake, dismissed REA em- 
ployee, who has been hunger striking 
since last June in protest against poli- 
tics in the Rural Electrification Admin- 
istration, has called off his campaign in 
an effort “to save myself to fight further 
for REA, the proposed Missouri Valley 
Authority and all public power.” Lake 
lost 26 pounds in his 86-day fast. 


Utility Lowers Rates; 
Co-ops Refuse Them 


Startled by the unexpected announce- 
ment by rural electric coperatives that 
they did not wan: new rate schedules 
proposed by the Arkansas Power & 
Light Co. which would reduce power 
costs 26 percent, the Arkansas Depart- 
ment of Public Utilities postponed until 
October 11, a hearing on rate reductions 
totaling $1,075,000 which the company 
proposed in accordance with a recent 
order of the department. 

Co-ops served by A.P.&L. now receive 
a 50 percent discount on their power 
bills, and the new schedule of co-op 
rates would have been $26,802 under 
this rate. An REA staff member from 
St. Louis attending the hearing sched- 
uled for September 27 remarked that the 
new rate would have given the Arkansas 
co-ops the lowest wholesale power rate 
in the nation since it would have av- 
eraged 5.6 mills per kilowatt-hour. 

Apparently what the co-ops objected 
to were some of the service clauses in 
the rate. These would have prevented 
co-ops from serving a customer with 
more than 25-kw. demand with the low- 
cost power. Purpose of the low-cost 
power for co-ops was to develop rural 
areas and not to assist the co-ops in go- 
ing into competition with the company, 
its rate manager, T. J. Blewster, pointed 
out. : 

Co-ops served by A.P.&L. used 12,- 
219,000 kw.-hr. in the 12-month period 
ended March 1. 

Rate reductions proposed by the com- 
pany by classes included: Residential, 
$240,000 annually, or 6.9 percent; com- 
mercial, $369,000 annually, or 13.9 per- 
cent; industrial. $228,000, or 6.3 per- 
cent. 

& 


Preparing Utility Analysis 


Ernest R. Abrams, well-known New 
York writer on public utility topics, is 
completing an analysis of the effect of 
financial returns of wartime business to 
electric operating companies. The 
study is expected to be ready early this 
month and will be distributed by the 
Council of Electric Operating Com- 
panies, for whom it is being made. 

Abrams’ analysis will be based on 
nation-wide figures and will indicate 
trends on the basis of which local situa- 
tions may be judged. 


Against City Light Plant 


Palatka, Florida, voters defeated a 
proposal to by, build, or lease a muni- 
cipal light plant, 893 to 783,.at a special 
election late in September. ; 











Service Men Want Old 
Jobs with West Penn Co. 


Service men formerly employed by 
the West Penn Companies, for the most 
part, want to return as soon as pos- 
sible to their old jobs after the war 
or to jobs where they can use their 
newly acquired training or experience. 

That is the consensus of the 10 per- 
cent of the men and women who re- 
turned questionnaires on their post-war 
employment plans submitted to them 
by President H. L. Mitchell. 

The services have trained former 
West Penn employees in construction 
and. maintenance of pole lines and 
equipment, building and highway con- 
struction, radio and radar maintenance 
and operation, photo-mapping, materials 
handling and other special functions. 

Advanced education, especially in 
basic subjects, is being tackled, the sur- 
vey shows, in physics, mathematics, nav- 
igation and electrical engineering. Much 
of this technical training is expected to 
be of help in post-war jobs. 

Some replies indicate new skills and 
new training have caused some service 
men to feel they will want to seek em- 
ployment with other companies. Others 
have had training that is of little or no 
use on civilian jobs West Penn has to 
offer. 

All the information in the letters, to- 
gether with additional facts men and 
women in service may furnish later to 
keep their records up-to-date, is being 
carefully studied by department heads. 


Utility Net Income Down 
4.7 Percent in July 


Electric operating revenues of the 
larger privately owned electric utilities 
in the United States in July, 1944, 
were $252,501,000, as compared to 
$245.022,000 in July, 1943, an increase 
of 3.0 percent, according to preliminary 
figures announced by the Federal 
Power Commission. 

Revenue deductions (including oper- 
ating expenses, depreciation and taxes) 
were $197,234,000, or 4.0 percent over 
those of July, 1943. 

Gross income, including other utility 
operating income, decreased 0.1 percent 
to $64,351,000 and net income in July 
1944 was $37,334,000, a decrease of 
4.7 percent from the net for July, 1943. 


August Energy Output 


Electric energy produced for public 
use in August, 1944, totaled 19,513.- 
245,000. kw.-hr., an increase of 3.0 per- 
cent over production in August, 1943. 
according to the report issued by the 


10. 





Federal Power Commission. Average 
daily production of electric energy for 
public use in August was 670,558,000 
kw.-hr., an increase of 2.4 percent from 
average daily production during the pre- 
vious month. Production by water 
power in August amounted to 5,757,- 
681,000 kw.-hr., or 29.5 percent of the 
total output for public use. 


Pacific G. & E. Lines Suit 
Sent to Judge C. J. Goodell 


Suit to acquire 640 square miles of 
the Pacific Gas & Electric Co.’s elec- 
tric distribution facilities by the Sacra- 
mento (Calif.) Municipal Utility Dis- 
trict was taken under submission re- 
cently by Superior Judge C. J. Goodell 
of San Francisco as arguments were 
completed in the condemnation suit 
tried last June. 

The system which the utility district 
contends it should acquire on grounds 
of public interest and necessity for the 
sum of $11.632.000 extends from Rose- 
ville. Placer county. on the north to 
Galt on the south. Ps G. & E. attorneys 
have argued that the Utilities Act does 
not give the district power to take con- 
sumers in certain districts and “fringe” 
areas into its proposed system. 





MEETINGS 


Electric Association — Transmission 
and distribution committee, York, Pa., October 
26-27 (tentative). -M. Devorris, ‘chairman, 
Pennsylvania Edison Co., " Altoona, Pa. 


Pennsylvania 


American Standards Association—Annual meet- 
ing, Hotel Roosevelt, New York, N. Y., Decem- 
ber 8. P, Agnew, secretary, 70 E. 45th St., 
New York 17, Ne 3 


Previously Listed 


Kansas Association of Mesieipal Utilities—Annual 
convention Broadview Hotel, Emporia, Kansas, 
October 8-10. Grace L. Crosman, asst. secre- 
tary, McPherson, Kansas. 


Edison Electric Institute—Transmission and dis- 
tribution committee. Hotel Statler, Buffalo, 
N. Y., October 9-10. Col. H. S. Bennion, man- 
aging eet, 420 Lexington Ave., New York 
17, . s 


Electrochemical pocety Fast meeting, Hotel Stat- 
ler, Buffalo, October 12-14. Colin G. 
Fink, secretary, Colmes University, 3000 Broad- 
way, New York, ¥. 


’ American Welding ae —Annual meeting, Hotel 
i 


0, October 16-19. Miss 
New 


Cleveland, Cleveland 
M. M. Kelly, secretary, 29'West 39th St., 
York 18, N. Y. 


Pennsylvania Electric Association—Electrica! 
equipment committee, Johnstown, Pa., October 
19-20; A. N. Shealy, chairman, Pennsylvania 
Water & Power Co., Lexington Bldg., Baltimore, 
Md. Systems o eration committee, Roosevelt 
Hotel, Pittsburgh, Pa., October 26-27. A. R. 
Deck, chairman, Metropolitan Edison Co., Read- 
ing, Pa. 


Electronic Parts and Equipment Industry Confer- 
ence — Hotel Stevens, Chicago, Ill., October 
19-21. Chas. Golenpaul, pu licity chairman, 
c/o Aerovox Corp., New Bedford, Mass. 


cc 
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Neal Outlines REA Plans 
to Go into "Tight Aregg' 





Plans of the Rural Electrification Ad. 
ministration to extend its operation 
into “tight areas” heretofore inacog,. 
sible to it, as soon as funds and mat. 
rials are available. were outlined j, 
Denver recently by William J. Neal of 
St. Louis, REA deputy administrator, 

Speaking before REA officials fron 
ten Western states, Mr. Neal said thy 
“recently enacted law permitting Rf\ 
to amortize loans to private utility cop. 
panies and electric cooperatives on 4 
35 rather than a 25-year basis, and ty 
reduce interest charges from 234 to} 
percent will enable us to assist area 
from which we have been excluded.” 





Must Decrease Land Cost 


An order requiring the Lockport 
and Newfane Power & Water Supph 
Co. to eliminate from its plant account 
$99,941 included in the cost of land of 
the utility’s hydro-electric plant a 
Burt. has been afhrmed by the New 
York Public Service Commission. The 
company placed a value of $150,000 o 
the land, but commission engineer 
valued it at a little over $50,000. 





Engineers Council for Professional Development- 
Annual means, eg oe soca a 
New York, N. ctober 20. Tyler, 
secretary, 29 W. "Seth St.; ‘New Yor ie N.Y. 


National Electrical Manufacturers Association- 
—— wa Waldorf-Astoria Hotel, New 
York, Vdghar 23-27. W. J. Donald, 


mnie iiacton 155 E. 44th St., New York 17 


ie Fuels Conference—American Institute of Mir 
_ Engineers and American Society of M 
Engineers—Danie! Boone Hotel, Charleston, 
W. Va., October 30-3). A. B. Parsons, secretary 
American Institute of Mining Engineers, 29 
39th St., New York 18, te 
Pacific Coast Electrical Association—Annual fal 
conferences, northern section, Fairmont Hotel 
San Francisco, Calif., November 9; southem 
Hollywood Roosevelt Hotel, Hollywood, 
Nees 16 OV. W. Hartley, manages 
. 5th St., Los Angeles, Calif 


section, 
Calif., 
director, 60! 





Southeastern Electric Exchange—Sales conference, 
Henry Grady Hotel, Atlanta, Ga., November 
9-10. J. W. Talley, executive secretary, 
Haas-hHowell Bldg., Atlanta 3, Ga. 





National Association of Railroad and Utilities 
Commissioners—Annua! meeting, Hotel_ Fonte 
nelle, Omaha, Neb., November 14-17. Bet 
Smart, secretary, 7411 New Post Office Bldg 
Washington 25, Cc. 


Great Lakes Power Club—Fal! meeting, Palme 
House, Chicago, I!!., November 7. Skret- 
ting, secretary Wisconsin Electric Power Ct 
Milwaukee, Wis. 












American Society of Mechanical Engineers—Annut! 
meeting, Hotel Pennsylvania, New York, a 
November 27-30. Ernest Hartford, executive # 
one secretary, 29 W. 39th St., New York | 

oF, 


National Exposition of ewer and Mechanic 
Engineering — Madison Square Garden, New 
York, N. Y., November 27-December 2. 
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" Where the BIG WHISTLE 


fall 
otel, 
hert you will find that in addition to its excellent war-production records, L-M 


im research has made important progress for post-war release. Our manufac- 


a turing facilities are ship-shape and ready. {] Yes, when the big whistle 
Fe sounds we think you will be greatly pleased with L-M offerings and service. 





IM LINE MATERIAL COMPANY 





SHIPPING WAS DIFFICULT—When Seattle City Light ordered three transformers 
from a Sharon, Pa., plant, they were dismantled and shipped on threé flat cars over 
four railroads. Because of its size, the shipment had to be sent over a special route. 
The transformers will form a bank of 60,000 kva. capacity between an incoming 
220,000-volt bus and a 26,000-volt substation feeder bus. When assembled, each 
transformer will stand more than 25 feet high, wifl contain 4620 gallons of oil, and 
will weigh 127,000 pounds | 


LIGHT IS BEAUTY—Brilliantly jj, 
plant of Arkansas Power & Ligh 
and advertises the plant to pq 
protection against trespassers 


<_ 


RECONVERSION—Pouring of sole-plate ca 
at the Ontario Plant of General Electric Co, Remi 
War Production Board to make 421,000 inn 
1940 production. Production was stopped # 





tric irons begins, 


nission from the 
hat of the plant’s 


AFTER THE HURRICANE WAS OVER—Electric 
utility officigls in Eastern States, struck by the 
recent hurricane, found thousands of scenes 
like this showing why some consumers were 


without power for nearly a week. In New 
Rochelle, N. Y., (top) a customer of Consoli- 
dated Edison Co., finds his driveway blocked. 
A street scene (center) in New Bedford, Mass., 
where the New Bedford Gas & Edison Light 
Co. furnishes power. Along the lines of the 
Connecticut Light & Power Co., (bottom) only 
a black cat could stroll along unconcernedly 





QUICKLY... AT LO 
TO NEW Ps 
LOA 


csp (Completely 
Transformer 


- CSP Power Trans- 


Westinghouse CSP Power Transformers 


e the conventional single-feeder 
contain in ONE UNIT: 


» CSP Power Transformer saves 
® transformer ® protection against 
® circuit breaker —lightning 

voltage regulator — overloads 


meterin —short circuits 
i moved in to fill the gaps. The Westinghouse 


; Power Transformer performs all the functions 


For complete infor 
office, or write We; 


NOT THIS ... piece-by-piece time-consuming removal 
and reassembly of the 43 major components of a 
conventional substation. 


PLANTS IN 25 CITIES...C Jorrices EVERYWHERE 


PACKAGED POWER 





Energy Output Curve 
Again Loses Ground 


The output curve moved slightly 
jownward again during the week ended 
September 30, 1944, according to figures 
leased by the Edison Electric Institute. 
flectrical energy distributed by the 
light and power industry during the 

§ week amounted to 4,365,907,000 kw.-hr., 
as compared with 4,377.339,000 kw.-hr. 
for the preceding week ended Septem- 
her 23. Figures for the week repre- 
gnted an increase of 0.2 percent over 
the 4,359.003,000 kw.-hr. distributed 
during the corresponding week a year 
ago. The output for the similar week in 
1942 was 3,682,794,000 kw.-hr. 

Only three of the seven major 
geographic regions of the country re- 
ported increases over the corresponding 
week in 1943. The Pacific Coast states 
for the second consecutive week re- 
ported a decrease—1.4 percent for the 
week ended September 30; for the week 
ended September 23, 1.9 percent. New 
England returned to the groups report- 
ing losses, showing a decrease of 0.3 
percent, compared with an increase of 
0.6 percent for the week ended Septem- 
ber 23. The Rocky Mountain group re- 
ported an increase loss—10.2 percent. 
compared with 9.6 percent reported for 
the week ended September 23, as com- 
pared with the corresponding week of 
the preceeding year. 


Weekly Output Millions Kw.-Hr. 


1944 
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Ohio Edison Sells New 
Bond and Stock Issues 


Ohio Edison Co. has sold to Morgan 
Stanley & Co. and associates at com- 
petitive bidding an issue of $30,962,000 


frst mortgage 3 percent bonds, due 
1974, on a bid of 101.417; and an is- | 


sue of 180,000 of 4.40 percent pre- 


Billions of Kw.-Hr. 


3 
‘o 


yw 
oo 


or 
~J 


9 
o 


J F 


ferred stock on a bid of 100.717. Public 
offering of the bonds is expected at 
102% and of the stock at 103. 

Ohio Edison will use proceeds from 
the sale together with bank loans of 
$10,000,000 and treasury cash to retire 
two issues of outstanding 4 percent 
bonds and all the preferred. stock now 
in the hands of the public. 
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Seeks to Add Rural Lines 


Arkansas Power & Light Co. has filed 
applications with the Arkansas Depart- 
ment of Public Utilities to extend rural 
lines in the counties of Independence, 
Jackson, Jefferson, and Chicot. The 149 
miles of lines planned would’ cost about 
$120,000. 









New Appointments Made 
by Allentown Utility 


Announcement has been made by the 
Pennsylvania Power & Light Co., Allen- 
town, of two important promotions in 
its general organization. 

George M. Keenan, formerly general 
commercial manager, has been made 
chief engineer of the company and J. M. 
Stedman, formerly manager, residential 
department, has become general com- 
mercial manager. 

Following graduation from Purdue 
University in 1913, Mr. Keenan became 
affiliated with the Westinghouse Elec- 
tric & Manufacturing Co. at East 
Pittsburgh, Pa. He worked successively 
for the Union Gas & Electric Co. at St. 
Louis in 1917 and the Little Rock Rail- 
way & Electric Co. in 1918 before being 
employed by the Lehigh Navigation 





G. M. Keenan 


Electric Co. of Allentown in 1918. The 
Lehigh Navigation Electric Co. was one 
of the predecessor companies that later 
merged into Pennsylvania Power & 
Light Co. During the past 26 years, 
Mr. Keenan has held positions as effi- 
ciency engineer, chief system operator 
at Hazleton, Pa., superintendent of the 
Pennsylvania-New Jersey interconnec- 
tion, operating department engineer, 
manager of the industrial and commer- 
cial sales department, general sales 
manager, and general commercial mana- 
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J. M. Stedman 


ger with Pennsylvania Power & Light 
Co. 

For more than two years he has been 
on leave of absence from the company 
and has been associated with the War 
Production Board at Washington in an 
engineering capacity in connection with 
electric power supply in the eastern 
part of the United States. His work 
with WPB has been completed and he 
has now returned to Pennsylvania 
Power & Light to begin his new duties. 

A graduate of the University of 
Michigan, Mr. Stedman became con- 
nected with Pennsylvania Power & Light 
in Allentown in 1932 and was appointed 
manager of the residential department 
in 1937. Early in his career he was as- 
sociated with the Burroughs Adding 
Machine Co. at Detroit, Mich., and 
with the Westinghouse Electric & Manu- 
facturing Co. in the merchandise de- 
partment at Mansfield. 


> Encar H. Hammonp, Jr., for many 
years connected with the electrical wire 
and cable industry, has joined Western 
Insulated Wire Inc., Los Angeles, Calif., 
in the capacity of manager of sales and 
field engineering. Mr. Hammond 
started-his business career in 1923 as 
an employee of the American Electrical 
Works, which is now known as the 
Kennicott Wire & Cable Co. of Phil- 
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lipsdale, R. I. After receiving a thor. 
ough training in the various depart. 
ments of manufacturing at the factory’s 
plants in Phillipsdale, he was ap- 
pointed salesman, representing _ the 
company on the Atlantic seaboard. Ye 
was soon appointed district sales mana. 
ger, headquartering at the factory, the 
position he held until the outbreak of 
World War II when he was loaned to 
the Government, serving as the assistant 
director of the copper division of the 
War Production Board in Washington, 
He resigned from WPB in August of 
this year to join Western Insulated 
Wire Inc. 


I.A.E.L. Elects Officers 


At the recent annual conference of 
the International Association of Electri- 
cal Leagues held in Detroit the follow- 
ing officers were elected for 1945: 

President, E. P. Zachman, business 
manager of the Cincinnati Electrical 
Association; vice-president, V. W. Hart: 
ley, manager-director of the Pacific 
Coast Electrical Association; secretary, 
O. C. Small, National Electrical Manu- 
facturers Association, New York, and 


treasurer, John A. Morrison, manager-’ 


director of the Electrical Association of 
Philadelphia. - 


Detroit Edison Appoints 
Lovejoy News Director 
E. P. Lovejoy has been appointed to 


the newly created position of news_ 
director of the Detroit Edison Co., re- 
porting to the president. Mr. Lovejoy’s 


work as news director will be in addi- 
tion to his present assignments as 2 
member of the President’s staff. 

Mr. Lovejoy attended the University 


Underw ia & Underwood 
of Michigan and before joining the De- 
troit Edison Co. in 1928 was employed 
by the General Electric publicity de- 
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riment at their executive offices in 
New York. He left Detroit Edison in 
» 1934 to work at the Detroit Electric 
gh fumace Co., of which he was later 
ap president, until the business was sold in 
i 1938 to Kuhlman Electric Co., where- 

e spon he returned to Detroit Edison. 
ana. fr. Lovejoy is an associate member of 


‘hor. 
dart. 


“ the American Society of Mechanical 
0 ‘ 

1 to Engineers. 

tant - 


the Iconsolidated Assigns 


- of New Duties to Sellman 


ted 
Nils T. Sellman has been elected a 


vice-president of the Westchester Light- 
ing Co. and the Yonkers Electric Light 
{ Power Co. and was also elected to 
the executive committee of the West- 
of B chester utility and to the board of di- 
tri- Brectors of the Yonkers company. As 
yw- EB assistant vice-president of the Consoli- 
dated Edison Co. of New York, Ince., 


Mr. Sellman has been in charge of elec- 


". Blank & Stoller 
tric and gas sales in New York City 
since 1942. He has been a director 
of the Westchester Lighting Co. since 
1942. 

Mr. Sellman has beer connected with 
Consolidated Edison System companies 
lor 31 years. He was born in Sweden 
| in 1890. Immediately after graduat- 
|. § ing from Stevens Institute of Technol- 
| sy in 1913 he became a test engineer 
lor the Consolidated Gas Co. After 
i 
' 





service in World War I he returned to 
Consolidated Gas and in 1921 joined the 
American Gas Association, later be- 
coming assistant secretary-manager of 
the association. In 1925 he returned to 
Consolidated Gas Co. as .engineer of 
utilization. He was made assistant sec- 
retary of the company in 1928 and di- 
tector of sales and: utilization in 1929. 
since the mergers of the electric and 
a8 Companies into the Consolidated 
Edison Co. in 1936, he has been as- 
‘stant vice-president in charge of sales. 
For many years he has been prom- 
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inent in the gas industry, serving as 
chairman of important committees of 
the American Gas Association and in 
addition holds membership in the Amer- 
ican Society of Mechanical Engineers 
and the American Society of Heating 
and Ventilating Engineers. 


> Hupson R. SEARING, executive vice- 
president of Consolidated Edison Co. 
of New York, Inc., has been elected a 
trustee and a member of the executive 
committee of the Consolidated Edison 
Co. of New York, Inc. He was also 
elected a director of the New York and 
Queens Electric Light & Power Co., 
the Westchester Lighting Co., and the 
New York Steam Corp. Mr. Searing is 
also a director of the Brooklyn Edison 
Co. and of the Yonkers Electric Light 
& Power Co. 


> WittiAM B. YEAGER, who has been 
president of the International Utilities 
Corp. since 1941, has resigned. Mr. 
Yeager stated that he was resigning his 
office with the company since the reor- 
ganization of the holding company has 
been virtually completed. Mr. Yeager 
left the Reconstruction Finance Cor- 
poration early in 1941 to take over the 
management of International Utilities. 


> Jack G. Ho" 1zcLaw, president of the 
Virginia Elecixic & Power Co., has been 
named chairman of the Richmond Com- 
mittee for Economic Development. 


OBITUARY 


Albert L. Marsh 


Albert L. Marsh, father of the electri- 
cal heating industry and president and 
general manager of the Hoskins Manu- 
facturing Co., Detroit, died on Sep- 
tember 17. Mr. Marsh was noted for the 
development of alloys of nickel and 
chromium, which made possible a wide 
range of new applications of electricity 
for industrial purposes and made feas- 
ible the development of household heat- 
ing appliances. 

A native of Pontiac, IIl., and a gradu- 
ate of the University of Illinois, Mr. 
Marsh spent two years as assistant 
chemist for the Illinois State Water 
Survey. The following year he was 
connected with an electric storage bat- 
tery company and the next year he 
devoted to technical writing. In the 
meantime he had been -experimenting 
with alloys of nickel and chromium 
and by 1904 he had developed them to 
a point where he needed more capital 
and arrangements were made with Wil- 
liam Hoskins, consulting engineer of 


Chicago. As a result the Hoskins Manu- 
facturing Co. of Detroit was organized 
in 1908 and Mr. Marsh became chief 
engineer. He took over the manage- 
ment of the company in 1914, 

In the course of his distinguished ca- 
reer, Mr. Marsh was awarded the John 
Price Wetherill Medal by the Franklin 
Institute of Pennsylvania and the Albert 
Sauveur Achievement Medal by the 
American Society for Metals. For a 
number of years he was active in the 
National Electrical Manufacturers As- 
sociation. 


> Norman S. Brapen, director and for- 
mer vice-president of the Canadian 
Westinghouse Co., died on September 
27 at the age of 75. Mr. Braden was 
associated with the Westinghouse com- 
pany at Cleveland as early as 1890. 
It was in 1901 that he was appointed 
sales manager of that organization. 


> Natuan E. BurpetTE, secretary-treas- 


urer of the Refrigeration Supply Co..,: 


Washington, D. C., died on September 
3,-as the result of coronary thrombosis. 
He was 46 years of age. Mr. Burdette 
was at the time of his death treasurer of 
the Electric Institute of Washington and 
chairman of the publicity committee of 
the Baltimore-Washington section of the 
American Society of Refrigerating En- 
gineers. He was also a member of the 
Refrigeration Service Engineers Society 
and the Washington Board of Trade. Mr. 
Burdette was born in Damascus, Md., 
and worked in the building construction 
business from 1914 to 1927, when he be- 
came associated with Frigidaire Corp. 


> Richarp G. MacDona.p, 58, assist- 
ant director of power for the Bureau 
of Reclamation at Boulder dam, died 
September 20 in Las Vegas, Nev., fol- 
lowing a heart attack. Mr. MacDonald 
was appointed to the position he held 
at the time of his death in 1940. Previ- 
ously, he was an engineer at Boulder 
dam for four years. 


> A. T. Roperts, advertising director 
of the Electric Power Board of Chat- 
tanooga, died on September 4 in a 
hospital in Atlanta, Ga., after an ill- 
ness of several weeks. He had been 
advertising director of the Power Board 
since 1940. Prior to that time he had 
been engaged in newspaper promotion 
work in the South, and from 1924 to 
1931 was employed by Stone & Webster 
and the Georgia Power Co. in public 
relations and development work. 
Earlier in his career he was advertis- 
ing and promotion man for various 
developments by utilities in St. Peters- 
burg, Fla. 
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Rural Development 
Department Formed 


Because of the expanding rural mar- 
ket for electrical appliances and farm 
equipment, the Westinghouse Electric & 
Manufacturing Co. has organized a de- 
partment to develop its participation in 
that field, T. J. Newcomb, sales mana- 
ger of the company’s electric appliance 
division, has announced. 

At the same time, Mr. Newcomb re- 
ported the appointment of Alvan D. 
Peabody, who has had 34 years experi- 
ence in electrical merchandising, as 
head of the new department, called rural 
market development. 

“The farm market is one of the great 
post-war fields for the marketing of 
electrical appliances. The more than 
two and a half million farms now using 
electricity are building up a tremendous 
demand for appliances which they can’t 
get now but will get when they are 
available.” Mr. Newcomb said. 

The Westinghouse executive pointed 
to the Rural Electrification Administra- 
tion’s estimate that it is “practical and 
feasible” to serve more than five million 
farms with electricity as soon as mate- 
rials are available—more than double 
the electrified farms listed today. 

Predictions for volume sales in the 
farm market include a ten-year market 
of 600 million dollars a year, 775 mil- 
lion dollar market in the first 18 months 
of production, and a two to two and a 
half billion market in two years, Mr. 
Newcomb pointed out. 


NEMA Cited in Trade 
Association Contest 


Announcement has been made that 
the National Electrical Manufacturers 
Association recently received an honor- 
able mention citation in the 1943-1944 
national contest for cooperative service 
to business men by trade associations. 

The first prize, which went to the 
Southern Pine Association, and the other 
awards were announced by the Secretary 
of Commerce, Jesse Jones, chairman of 
the Jury of Awards appointed by the 
American Trade Association Executives. 
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ANUFACTURING 


The citation to NEMA reads: “for 
its leadership in assuring maximum flow 
of regular and special electrical equip- 
ment for the war program, through an 
eficient program of business-govern- 
ment cooperation. Electrical goods pro- 
duction, largely for war needs, has been 
increased almost 5-fold above the pre- 
war national output of approximately 
two billion dollars.” 


Sees Peak Employment 
in Cleaner Industry 


Following the recent meeting of the 
Vacuum Cleaner Manufacturers Asso- 
ciation in Cleveland, R. J. Simmons, 
president of the association, stated: 
“Once the demands of war requirements 
are fully met, I am sure the same in- 
genuity evidenced by the vacuum 
cleaner manufacturers in their quick 
and early conversion to an all out war 
effort will again be demonstrated in 






their reconversion and resumption af We 

the manufacture of vacuum clean} 
‘ pa Ding 

equipment so badly needed. 


“We see great opportunities to reg¢), 





new peaks in production and employ. e 

ment for the vacuum cleaner industry e 

as soon as government regulations per a 

mit,” Mr. Simmons said. it 
r 
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Corning Glass Gets a 

Brazilian Unit i 

ingt 

Corning Glass Works has purchased, § Am¢ 

substantial interest in Brazil’s leading tion 


glass company, Vidraria Santa Marina T 
of Sao Paulo, thus marking the seconj § ume 
step of the company’s expansion j, § 231 
South America. In 1943 the Corning § Of 
company made a similar contract with § sou 
Argentina’s foremost glass company, — rat 
Cristalerias Rigolleau of Buenos Aires § nor 
Majority control of the Brazilian com.§ cen 
pany will be retained by the origina § or 














































owners in South America, but Corning B ant 
will be represented on the board of B pre 
directors, according to Glen W. Cole, B cet 
president of the American organization, B te 
The Brazilian investment was made 
through a holding company, Corning 
Glass Works of South America, organ- 
ized to handle all Corning’s interests in ba 
the southern hemisphere. William H. 
Curtiss. vice-president and _ secretary a 
of Corning Glass Works, has bea § 
elected president of the South American | 
subsidiary, and Lawrence King manag. 
ing director of operations. 
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FIBERGLAS AND ITS USES—A traveling exhibit of the Owens-Corning Fiberglas 
Corp. to show the uses of Fiberglas insulation is visiting major industrial centers. 
Seen at the shows are LEFT: R. J. Millez, Fiberglas electrica) division manager, and 
O. F. Vea, sales promotion manager of the General Electric industrial motors division’ 
RIGHT: R. L. Kirkpatrick, manager of the renewal parts section, Westinghouse Elec 
tric & Manufacturing Co., E. K. Schrack and J. C. Botts, Fiberglas Corp. 
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Wood Treated Totals 
3,133,667,760 bd. ft. 


The wood- preserving industry 
weated the equivalent of 3,133,667,760 
bd. ft. of wood in 1943, a decrease of 
about 16.5 percent from the quantity 
treated in 1942, according to a report 
just released. This report, which has 
heen compiled annually for 35 years, 
was prepared by R. K. Helphenstine, 
Jr, of the U. S. Forest Service, Wash- 
ington, D. C., in cooperation with the 
American Wood-Preservers’ Associa- 
tion. 

The second largest decrease in vol- 
ume was poles, which dropped from 
975,349 in 1942 to 2,028,224 in 1943. 
Of the poles treated, 67 percent were 
southern pine. Western red cedar 
ranked second with 23.6 percent. and 
northern white cedar third with 6 per- 
cent. Of all poles treated, 1,421,295, 
or 70 percent, were pressure treated 
and 606,929 were treated by  non- 
pressure methods. More than 98 per- 
cent of the poles were treated with 
creosote. 


Wood Treated in 1942 and 1943 


1942 19438 

(000) (000) 
Crossties—No. ......... 54,175 48,229 
Bridge and miscellaneous 

timber and lumber bd. 

EO siss vk pie Ons ees 687,640 581,805 
Switch ties—Bd. ft...... 167,377 138,998 
ee Se 42,179 30,590 
“ENO: Socsccecsoss 2,875 2,028 


Poles Treated in 1943 


Full-length Butt 
pressure treatment 
treatment only 
Species Number Number 
Southern pine..... LSCLOLL 8 =—«-_— asinine 
Cedar 
Western red.... 12,065 467,553 
Northern white. . 700 122,743 
Meugias fir........ 45,376 5,878 
Lodgepole pine.... ...... 4,704 
Miscellaneous 1,243 6,051 
Total ..........1,421,295 606,929 
& 


Purchases Kerite Stock 


Announcement has been made that 
Lee Higginson Corp. has purchased all 
of the stock of The Kerite Insulated 
Wire & Cable Co., Inc., sole manufac- 
turers of Kerite insulation. The long 
established policies of the company will 
be continued, as will the management 
responsible for same. 


Tube Output Up Sharply 


Electronic tube production at the 
Westinghouse lamp division in Bloom- 
field, N. J., has expanded to thirty 
times the dollar value of tube produc- 
tion in 1939, with only three times as 
many employees, Ralph C. Stuart, mana- 
ger of the division, stated in a recent 
report of division activities. 
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Field Reports on Business 


Electrical manufacturers report that orders for regular line products by utilities 
are on the increase. Demand by the Navy for a wide variety of equipment 
indicates the assured continuance of a high volume of business, which is an 
important factor in estimating electrical prospects. 


NEW ENGLAND 


Two DPC awards to be used for addi- 
tional facilities for war production by man- 
ufacturers in this district were announced 
last week. General Electric was allocated 
$420,000 for new equipment for its West 
Lynn (Mass.) plant and Connecticut Cable 
Co., Norwich, Conn., $180,000 for expansion 
of its plant. The Navy is asking for bids on 
a large amount of wiring supplies, switch 
and control apparatus, and portable electric 
tools in fair-size lots. New England indus- 
trial activity as a whole is tapering off; 
ship launchings are being made at a fast 
pace, 

New England Telephone has 70,000 un- 
filled requests for service. American Air- 
lines Inc., is planning to install a belt 
conveyor freight handler at its Boston 
terminal. Associated Transfer Inc., large 
Eastern highway carrier, is moving its 
motor rebuilding shops to West Springfield, 
Mass. Navy awards announced for New 
England companies include electric vision 
test units to American Optical; 3,000 ft. 
rubber insulated marine cable to General 
Electric; fifty Simplex Wire & Cable vul- 
canizer moulds; Fenwel thermoswitching 
apparatus, and connector assemblies to 
Capewell Co., Hartford, Ct. Massachusetts 
tool companies received encouraging orders 
for electric portable bench tools. Wiring 
supplies and hardware in good volumes are 
being booked for overseas delivery to the 
armed forces. Post-war construction pro- 
grams are being lined up by various 
Boston municipal departments. New bridge 
and highway construction will call for 
lighting sales on a larger scale than for 
many years. 

Bids were submitted for paper and mica 
capacitors, portable electric drills, electric 
solder pots, heavy electric powered wood- 
working machinery, and telephone jack 
switches and panels. 


PACIFIC COAST 


A ranking officer states that the Navy 
contemplates little if any decrease in ac- 
tivity along the Pacific Coast, his figure of 
3 percent being negligible. The leading 
yards are contracted with ships until well 
into 1945. While there is an increasing 
number of repair and refitting jobs beside 
the regular routine maintenance work of 
large shipyards and drydocks, this assured 
continuance of a high volume of business is 
an important factor in estimating electrical 
prospects in the Puget Sound, Portland, 
San Francisco Bay, Los Angeles and San 
Diego regions. 

Orders include $75,000 of ship cable for a 
group of Kaiser yards; 80 circuit breakers, 
costing $30,000, for a Hawaiian Island 
freight terminal; a 24 kw. substation and 
equipment, totaling $65,500 for a naval air 
station; and turbine parts and_ spares 
valued at approximately $500,000 for a 
Bethlehem yard in Bay area. The Town- 
send-Brown Foundation proposes to erect a 
$300,000 laboratory at Laguna Beach, Calif., 


for study in high frequencies. 
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New major government construction in- 
cludes a $5,610,000 award for Pocatello 
naval ordnance plant, of which a consider- 
able share is ear-marked for cranes and 
electrical equipment; a $2,681,123 award for 
buildings and naval magazine facilities at 
Bangor, Wash.; and a $1,500,000 appropria- 
tion for naval air stations at Tillamook and 
North Bend, Ore. Los Angeles has prepared 
a $794,000,000 post-war program including 
the completion within six years of new 
power plants and another transmission line 
from Boulder Dam. 


CHICAGO 


Practically unanimous comment of elec- 
trical manufacturers here is that order 


bookings for regular line products by. 


utilities have been on the increase for the 
past three months, that present utility 
orders are around half that of a normal 
year and that there is promise of a con- 
tinued increase in volume. 

A manufacturer of switchgear in the Chi- 
cago area attributes the increased volume 
of utility orders to an easing of priorities, 
pointing out that a number of recent 
orders have been for apparatus required in 
new substation and generating station con- 
struction as well as “considerable” orders 
for modernization equipment. Utility order 
volume he indicated is about 50 percent 
better than three months ago and about 
half of “normal.” 

Similar conditions are reflected by a 
manufacturer of cable accessories who re- 
ports “intense” activity to secure equip- 
ment and materials. Sales have been on the 
increase for the past two or three months 
but war orders and the lack of labor are 
making it difficult to keep abreast of busi- 
ness or estimate delivery dates. Utility 
orders for cable accessories were reported 
about 25 percent higher than three months 
ago. 


NEW YORK 


Active domestic and foreign demand for 
the products of American industry in the 
early post-war period is forecast in current 
reports. The Federal Reserve Board expects 
that consumers’ durable goods will be in 
great demand and that the volume of resi- 
dential building and other types of con- 
struction will be much larger than at pres- 
ent, The Guarantee Trust Co.’s survey states. 

Civil engineering construction volume in 
continental U. S. totalled $30,845,000 last 
week. This volume was 60 percent higher 
than in the preceding week, but was 39 
percent below the total reported to Engi- 
neering News-Record for the corresponding 
1943 week. The week’s construction brought 
1944. volume to $1,379,561,000 for the 39 
weeks, a decrease of 45 percent from the 
$2,488,373,000 reported for the 1943 period, 
according to News-Record. 

Activity in the field of new corporate 
financing is at the highest level at which it 
has been in many years. 
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SEC DECISIONS—HEARINGS 





The Securities and Exchange Com- 
mission, in a series of orders recently 
issued affecting electric utility com- 
panies: 


HAs APPROVED, subject to competitive 
bidding requirements, the issuance and sale 
of $30,000,000 principal amount of first 
mortgage bonds by Arkansas Power & Light 
Co., a subsidiary of Electric Power & Light 
Corp. Proceeds from the sale would be 
used, together with treasury cash, to call 
in all the company’s presently outstanding 
first mortgage bonds in the principal 
amount of $31,261,000, for redemption at 
their stated prices. The issue had been ap- 
proved by the Arkansas Department of Pub- 
lic Utilities, the SEC said. At the request 
of the company, the SEC shortened the 
usual ten-day bidding period to nine days. 


APPROVED, with Commissioner Robert E. 
Healy dissenting in part, the application of 
Birmingham Electric Co. for an exemption 
from the provisions of Section 6 (a) of the 
holding company act with respect to the 
proposed issuance and sale under competi- 
tive bidding of $10,000,000 principal amount 
of first mortgage bonds, due 1974. At the 
same time the commission authorized a 
shortening of the period for inviting bids 
on the bonds from ten days to five. The 
majority of the commission found that an 
exemption was in order since the proposed 
bond issue “is solely for the purpose of 
financing the company’s business,” and 
pointed out that the Alabama Public Serv- 
ice Commission “has expressly authorized 
the issuance and sale of the bonds,” a re- 
quirement under the act. 
the sale of the new bonds will be used to 
retire at 101 percent of principal amount 
the $10,000,000 of the company’s outstand- 
ing first mortgage and refunding gold bonds, 
due 1968. Mr. Healy broke with the ma- 
jority on the question of approving a modi- 
fication of the depreciation fund provisions 
of the company’s mortgage, which, he said, 
“permits a departure from sound financial 
policy.” 


GRANTED APPLICATION of Central Vermont 
Public Service Corp., a subsidiary of New 
England Public Service Co., for an exemp- 
tion from the requirements of Section 6 (a) 
of the act for its proposed issuance and sale 
under competitive bidding conditions ot 
37,856 shares of $100 par value preferred 
stock. Proceeds will be applied to the re- 
financing of its presently outstanding 37,568 
shares of no par value, $6 dividend series 
preferred stock, through an exchange offer 
under which holders of the old preferred 
will receive one share of the new preferred, 
plus a cash payment equal to the difference 
between $107.50 (the redemption price of 
the $6 preferred) and the public offering 
price of the new preferred stock, plus an 
amount equal to accrued dividends, for each 
share exchanged. Shares not exchanged will 
be redeemed at $107.50 plus accrued divi- 
dends. The commission conditioned its ap- 
proval upon Central Vermont obtaining the 
consent of the Vermont Public Service Com- 
mission and the New Hampshire Public 
Service Commission and the approval of its 
stockholders. If such approvals are not 
forthcoming within sixty days, the commis- 
sion said, its order shall be “null, void and 


Proceeds from - 


of no effect,” unless otherwise ordered. 


Has EXTENDED to January 15, 1945 time 
for consummation of Cities Service Power 
& Light Co.’s sale of its entire interest in 
its subsidiary, City Light & Traction Co. to 
Missouri Public Service Corp. 


Has APPROVED the plan of reorganization 
of Midland United Co. and its subsidiary, 
Midland Utilities Co., in an order accom- 
panied by preliminary findings and opinion. 
The commission said it was departing from 
its usual practice in issuing preliminary 
findings and opinion with its order, and 
pointed out that the necessities of the case 
made a prompt decision highly desirable. 
Midland United and Midland Utilities have 
been parties in proceedings under Section 
77B of the bankruptcy act since June, 1934, 
in the Federal District Court of Delaware. 
Since they are registered holding companies, 
any plan of reorganization must have SEC 
approval before it can be submitted to the 
reorganization court. The reorganization, 
the commission said, is designed to settle 
a complicated set of claims and cross-claims 
that have been the subject of litigation be- 
tween the parties for years. The decision 
of the commission does not approve the 
plan as filed, but requires modifications be- 
fore it is submitted to the court. Among the 
suggested changes is one increasing the 
amount of new common stock allocated to 
Midland Utilities Co.’s outstanding prior 
lien stock. Others provide for a more rapid 
payment of the settlements reached with a 
number of secured creditors, and make pos- 
sible a prompt merger of Midland United 
into its subsidiary, Midland Utilities. Under 
the plan, claims of secured creditors in 
excess of $15,600,000 are to be settled for 
approximately $7,230,000 and the collateral 
returned to the bankrupt estates. Midland 
United is to change its name to Midland 
Realization Co., recapitalize on a one-stock 
basis and liquidate within one year. It will 
distribute common stock of Public Service 
Co. of Indiana to the preferred stockholders 
of Midland United, one share for each share 
of $3 dividend preferred and two shares for 
each share of $6 dividend preferred. 
Realization company common stock will be 
distributed to public holders of Midland 
preferred stock on the same basis as the 
Public Service of Indiana stock. Realization 
common stock will also be distributed to 
debenture holders of Midland Utilities at 
the rate of 2.06 shares for each $100 prin- 
cipal amount of debentures, and to holders 
of Midland Utilities prior lien stock at the 
rate of one-half share for each share of 
Midland Utilities prior lien stock. 


Has auTHorizEp Montana Power Co. to 
expend not more than $3,345,600 of treasury 
cash for the acquisition in the open market 
during a period of one year of the outstand- 
ing $2,788,000 principal amount of non- 
callable 5 percent first mortgage gold 
bonds, due June 1, 1951, of Butte Electric 
& Power Co. 


Has APPROVED the Narragansett Electric 
Co.’s proposed issuance and sale under com- 
‘petitive bidding of $31,500,000 of Series A, 
3 percent first mortgage bonds due in 1974. 
Proceeds, with treasury cash, will be used 
to redeem $31,732,000 of Series A, 3} per- 
cent first mortgage bonds due in 1966 at 
1053 plus interest. 


ELECTRICAL WORLD @ October 7, 


AUTHORIZED proposed sale by Nati 

Power & Light Co. to the Memphis (Tem 
Generating Co. of 3,000 shares of Memphiy 
$100 par value capital stock for $300,004, 




























































gon Power Co., a subsidiary of Standard 
Gas & Electric Co., to issue and sell under 
competitive bidding conditions $13,500,000 
principal amount of its first mortgage bonds, 
series due Nov. 1, 1974, the proceeds from 
which would be applied to the redemption 
of a like principal amount of its first mort- 
gage bonds, 4 percent series due 1966, at 
the redemption of price of 105}, plus ac 
crued interest. 


Octoser 18: Proposal of Metropolitan 
Edison Co., a subsidiary of NY PA NJ 
Utilities Co., to sell to Allentown-Bethlehem 
Gas Co., a subsidiary of United Gas In 
provement Co., all of its gas utility facilities 
in Northampton and Berks counties, Pa. 
for $1,345,000 in cash, subject to closing 
adjustments. 
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UTILITY REPORTS 












Net Income 
1944 \9 





*Alabama Power 
*Commonwealth & Southern 

and subs 
*Consolidated Gas 





11,608,784 13,417,544 


Elec. Lt 







& Power (Balto.) and sub. 6,662,179  5,990,06 
*Consumers Power .......... 7,501,293 8,038,38 
*Georgia power car peosces: 5,122,589 ed ; 
*Houston ting ower.. 2,953, 427, 
eu Southern vs. so 433,424 426,488 
*Nat Powe an 

subs : es ah 4 Cee . fee 3,875,556  6,087,01! 
*Ohio Edison .............+- 2:924,139 3,461,748 


* Twelve months ended August 31. 









1944 




















Memphis Generating Co. will retire th Sal 
stock and reduce its capital by $300,000, custo) 
Applications Filed 35,0 
380.0 
Uran Power & Licut Co. has filed fl seas 
plan for the liquidation of a wholly ownej oe 
subsidiary, Utah Light & Traction Co, } repor 
exchange for the traction company’s prop [nstit 
erties and assets, Utah would forgive i Re’ 
indebtedness and surrender for cancellatio, ou 
its entire outstanding stock. rt 
METROPOLITAN Epison Co. has askej olin 
approval of the sale of certain properti« a. 
in Pennsylvania relating to the manufactur Fo 
and distribution of gas to subsidiaries of th I: th 
United Gas Improvement Co. Metropolitan adval 
proposes to sell certain assets in Northamp kwel 
ton and Berks County, Pa., to Allentown ee 
Bethlehem Gas Co. for a base price off 
$1,350,000 in cash, and to sell similar faci) aval 
ties in Lancaster County, Pa., to Harrisburg creas 
Gas Co. for a base price of $80,000. kilo 
-- CentraL New York Power Corp. haf kilov 
registered $48,000,000 of general mortgag watt 
bonds, 3 percent series due 1974, which ar 
to be sold at competitive bidding. Proceed!’ —— 
from the sale of the new bonds, togethe Cc 
with other funds to be obtained from it 
treasury, will be used to redeem, on of —— 
about December 10, two issue of outstand§ Kilov 
ing bonds amounting to $50,000,000. 
Hearings Scheduled - 
Rura 
Octoser 9: On application by the Potof _ ra 
mac Edison Co., Hagerstown, Md., to issue “ 
and sell under competitive bidding $168 {, 
981,000 of 3} percent first mortgage and§ Stre 
collateral trust bonds due in 1974 for pur othe 
poses of refunding. Rail 
Ocroser 10: Plan for recapitalization . 
filed by the Tide Water Power Co. For de 
tails see “Applications Filed.” Inte 
Octoser 13: Proposal of California Oreg Tot 
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August Energy Sales 
Advanced 4.2% 


Sales of electric energy to ultimate 
qstomer in August totalled 16,044,- 
335,000 kw.hr., compared with 15,398,- 
390,000 kw.-hr. in July, 1943, an in- 
crease Of 4.2 percent, according to the 
report issued by the Edison Electric 
Institute. 

Revenue from ultimate customers 
ymounted to $265,765,100, compared 
yith $252,982,600 in July, 1943, an in- 
crease of 5.1 percent. 

For the twelve months ended July 
3], the average annual use per customer 
advanced to 1,122 kw.-hr. from 1,050 
kw-hr. for the preceding year, an in- 
crease of 6.9 percent; the average an- 
qual bill to $39.83 from $38.12, an in- 
crease of 4.5 percent; revenue per 
kilowatt-hour dropped to 3.55 cents per 
kilowatt-hour from 3.63 cents per kilo- 
watt-hour, a decrease of 2.2 percent. 





Classification of Sales, July, 1944 


and Change from 1943 


Kilowatt-hour 











sales Million Kw.-hr. % 

July 1944 1943 Change 
Residential or domes- 

WGGssenGseretaanceaue maee +40 
Rural (distinct rural 

errr Te ». 804 333 —8.6 
Commercial or industrial 

Small light & power. .2,474 2,381 +3.9 

Large light & power. .9,395 8.912 44+5.4 
Street & highway light- 

SE Assit 66. w' bere ab Wa 6-8 +t 1438 +4.2 
Other public authorities 680 751 —9.5 
Railways & railroads 

Street & Interurban.. 352 357 —1.3 

Electrified steam rail- 

ee err 5 <tc ee 209 +1.7 
Interdepartmental re 76 80 —4.5 
Total to Ult. customers.16,045 15,898 +4.2 





Debenture Holders Appeal 
Agecorp Reorganization 


Committees and indenture trustees 
representing the convertible debentures 
due 1973 and income debentures due 
1978 of Associated Gas & Electric Corp., 
have appealed the order of Judge Vin- 
cent L. Leibell, Federal District Court, 
approving the plan of reorganization of 
the corporation and its parent Asso- 
ciated Gas & Electric Co. 

Purpose of the appeals, which are to 
be heard in the U. S. Circuit Court of 
Appeals, is to obtain appropriate recog- 
nition of the rights of the holders of the 
corporation’s debentures who, it is al- 
leged, acquired their securities in reli- 
ance on their position of priority to the 
parent company securities. This priority 
1s not recognized by the present plan, 
under which one-fourth of the new com- 
mon stock to be issued on reorganiza- 
tion, having an estimated value of about 
$25,000,000, is being awarded to the 
holders of the parent company debt. 
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_ Sales Opportunities 


NEBRASKA—Nebraska Power Co., Omaha, 
plans extensions in transmission lines in 
six counties, for power supply for rural 
electric systems in various areas. Applica- 
tion has been made for permission and work 
is scheduled to begin as soon as authority 
is granted. 


_ Wasuincton—Bonneville Power Admin- 
istration, Department of Interior, 811 N.E. 
Oregon St., Portland, Ore., plans new 
220,000-volt transmission line from Grand 
Coulee hydroelectric power plant to a point 
on United States-Canada boundary, for 
power supply for British Columbia Electric 
Railway Co., with power substation to be 
built at terminus for such purpose. Surveys 
and estimates of cost will be made soon. 


Ca.irornia—Ryan Aeronautical Corp., 
Lindburgh Field, Harbor Dr., San Diego, 
will make extensions in plant for production 
for government, with installation of ma- 
chinery’ and electrical equipment for in- 
creased capacity. Cost about $300,000, with 
financing by Defense Plant Corp. Work will 
be carried out at early date. 


Wisconstn—Municipal Utilities Depart- 
ment, Hartford, has plans maturing for ex- 
tensions and improvements in steam-electric 
power plant, including installation of new 
2,500-kw. turbine-generator unit and 
auxiliary equipment. A priority rating has 
been secured and work will begin soon. 
Line extensions also are planned. 


FLoripa—U. S. District Engineer Office. 
Jacksonville, plans extensions in overhead 
electrical distribution system at base. Bids 
are scheduled to be asked soon. 


TENNESSEE—International Harvester Co., 
Inc., 180 North Michigan Ave., Chicago, 
Ill., plans large plant as a post-war project, 
or as soon as machinery and materials are 
available. Tract of about 250 acres of land 
has been secured. It will consist of a group 
of buildings for foundry, forge shop, ma- 
chine shops, heat-treating plant, assembling 
department and miscellaneous structures. 
A power plant is planned. Entire project 
is reported to cost close to $3,000,000, with 
machinery and electrical equipment. Com- 
pany engineering and construction division. 
first noted address, will prepare plans and 
supervise construction. 


Arizona—Bureau of Reclamation, Parker 
Dam, Calif., will receive bids until October 
31. for construction of 161-kv. transmission 
line from switching station at Parker Dam 
to power substation, about 140 miles, con- 
sisting of a three-phase, single-circuit line on 
H-frame-type wood poles, with conductors 
to be 477,000 cm. aluminum, steel rein- 
forced, cable. Certain materials will be 
furnished by government. This is part of 
Davis Dam project, Arizona-Nevada (Spe- 
cifications 1080). 


NortH Daxota—Otter Tail Power Co., 
Fergus Falls, Minn., has secured permis- 
sion from State Public Service Commission 
to construct two new transmission lines, one 
about 50 miles making connection with 
main transmission system; other line will 
total about 16 miles, for extensions in rural 
electric service. Work will be done soon. 


Texas—Water Department. Houston, has 
plans under way for two new pumping sta- 
tions with motors, controls. and auxiliary 
equipment. This is part of large expansion 
program for water system, with ultimate 
cost estimated at $12,000,000. Haile & Mc- 





1944 





Clendon, 2801 San Jacinto St., Houston; 
and Freese & Nichols, Capps Bldg., Fort 
Worth, are consulting engineers. 


Orecon—Surprise Valley Electrification 
Corp., Alturas, Calif., is completing plans 
and will take bids soon for primary and 
secondary lines totaling about 54 miles, with 
line transformers, service connections and 
other operating facilities. Priority rating 
has been secured. Flora Engineering Co., 
1618 Russell St., Cheyenne, Wyo., is con- 
sulting engineer. — 


Uran—Utah Power & Light Co., Salt 
Lake City, has preliminary plans for new 
one-story equipment, service and main- 
tenance building to be carried out as a 
post-war project. Cost reported close to 
$100,000. L. S. Hodgson, Eccles Bldg., 
Ogden, is architect. 


Wisconsin—Nash-Kelvinator Corp., Nash 
Division, Kenosha, now in production for 
government, plans new one-story addition, 
about 200 x 250 ft. Cost about $500,000, 
with machinery and electrical equipment. 
Structure will be converted for regular 
plant production after war. Priority rating . 
has been secured and erection will begin 
soon. Giffels & Vallet, Inc., Marquette 
Bldg., Detroit, Mich., is architect and engi- 
neer. 


South Daxota—Northwestern Public 
Service Co., Huron, has asked bids on gen- 
eral erection contract for new three-story 
addition to power plant where expansion 
will be carried out. No estimate of cost 
announced. Sargent & Lundy, 140 South 
Dearborn St., Chicago, IIll., are consulting 
engineers. 


CALIFORNIA—Fresno Winery, Inc., Helm 
Bldg., has purchased former local syrup 
plant of Old Sun Maid Raisin Growers’ 
Association, and will expand and equip for 
new distillery and winery. Present struc- 
tures will be remodeled and several new 
buildings erected. Machinery and electrical 
equipment will be installed for initial rating 
of about 2,000,000 gal. per annum. Cost 
estimated approximately $300,000. It is un- 
derstood that application is being made for 
a priority rating. 


ArKAnsAs—Arkansas Power & Light Co., 
Pine Bluff, plans extensions in rural elec- 
tric system totaling about 23 miles, with 
service connections and other operating 
facilities. Also will make extensions in dis- 
tribution system in two counties. Applica- 
tion has been made for permission and work 
is scheduled to begin as soon as secured. 


Minnesota—Municipal Electric Depart- 
ment, Worthington, is completing plans and 
will take bids soon for extensions and im- 
provements in steam-electric power plant, 
with installation of additional equipment. 
Cost estimated about $200,000. It is under- 
stood that project will have a priority 
rating. Ralph D. Thomas & Associates, 1200 
Second Ave. South, Minneapolis, are con- 
sulting engineers. 


Micuican—United States Rubber Co., 
6600 East Jefferson Ave., Detroit, plans 
new additions to mill for production of high 
flotation tires for government, comprising 
several one and multi-story buildings, with 
machinery and electrical equipment for 
large output. Cost estimated about $5,460.- 
000, of which close to $2,450,000, will be ex- 
pended for equipment. Project will have a 
priority rating. 
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Wire-Wound Control 


Type 58 Potentiometer or Rheostat; ratings: 
linear, 3 watts; V and W Tapers, 2 watts; 
L, N and U tapers, 1.5 watts; resistance 
values: linear | to 75,000 ohms; tapered, 10 
to 50,000 ohms; Clarostat Mfg. Co., Inc., 
285-7 N. Sixth St., Brooklyn, N. 


Control said to withstand vibration and 
mechanical abuse. Cover is keyed into the 
bakelite case. Center rail and terminal 
comprise one piece. There is a direct con- 
nection between winding and “L” and “R” 
terminal lugs. Zero hopoff at terminal and 
1,500 volt breakdown insulation between 
winding and shaft. 


Tempering Attachment 


Auxiliary tempering attachment: for use with 
G-E synchronous spot-welding controls which 
incorporate the phase-shift method of heat 
control. Industrial Control Division, General 
Electric Co., Schenectady, N. Y. 


Auxiliary control unit is’ particularly 
suitable for use in the spot-welding of air- 
hardenable steels, since it permits temper- 
ing the weld while the work is still in the 
machine. Unit consists of a heat-control 
and a time-control adjuster for tempering, 
and the relays which automatically transfer 
the additional head. and time adjustment 
from the spot-welding control. 


Seam Welder Control 


Models 40 and 41; floor mounted: 22 in. x 17 
in. x 66 in.; 230 or 460 v. a.c.: water cooled: 
heat and cool time | to 30 cycles in one 
cycle (1/60 second) steps; Weltronic Co., 
19500 West Eight Mile Rd., Detroit 19, Mich. 


Both models are said to be complete 
machine controls. Model 40 is a general 
purpose, full electronic control for seam, 
spot or pulsation welding machines. Model 
41 is designed for control of production 
seam welding operations. 


Switch 


Master cam lever switch, model MCL-CS; 
static shielded; 10 amp., 125 v. a.c.; or 2 
amp, 125 v. d.c.; General Control Co., 1200 
Soldiers Field Rd., Boston 34, Mass. 


Positioning cam has roller detents which 
are said to eliminate friction and contact 
bounce, Coil springs on both sides of 
cam to equalize pressure. Switch is said 
to be static shielded and of non-corrosive 
construction. All contacts are said to be 
removed from frame by removing one 
bolt. Designed for electronic. communi- 
cation and multiple circuit use. 


Demagnetizer and Etcher 


Demagnetizer and etcher: 16 Ibs.; I10 v.; 
single phase; Frampton Electrical Equipment 
Co.; 241 Hickory St., Dayton 10, Ohio. 


Unit is said to demagnetize any size 
tool or die. Parts to be demagnetized are 
passed across the poles or, if large or 
heavy, the unit is moved across their sur- 
faces. Etching is performed by plugging 
the etching pencil into either the high, 
medium or low jack, depending upon the 
wattage to be used. 


BUYING ELECTRICAL EQUIPMENT?— 
McGraw-Hill‘s Electrical Buyers Reference 
is a convenient place to look first for 
manufacturers’ product data, names and 
addresses. 
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"IIlitron''; | kw. size-110v., single phase, 
cycles; 2.5, 5 and 20 kw. sizes—220v., 3 phase, 
60 cycle; Illinois Tool Works, Chicago, Ill, 


Machine designed for preheating ¢ 
plastic forms, e.g., wood flour, rag ani 
mica filled phenolic. Heating is done be. 
tween plates which are built into the cabi- 
net. Plates are self-adjusting. Automatic 
timer cuts off current after a predetermined 
time and simultaneously turns off light 
panel board. Switches cut off power wha 
plates are opened. Working space provided 
by table top. 


Battery 


Industrial truck storage battery; giass tape 
insulation; Philco Corp., Trenton, 7, N. J. 


Battery, called Philco Thirty, is said 
to incorporate the new principal of fabri: 
cated glass tape insulation. Said to in 
crease the life of the positive plates. Tape 
is wrapped around the plates in a doubk 
layer, one horizontal and one vertical. 


Rotary Switch 


Type "JR" multipole rotary switch; 10 amp. 
125 v. a.c.; 5 amp. 125 v. d.c.; Ark-Les Switch 
Corp., 5! Water St., Watertown 72, Mass. 


Switch consists of layers of recessed it 
sulating discs cylindrically stacked around 
the operating shaft, with internally cor 
necting rotors and external stationary Col 
tact terminals spaced at 45 degrees. Rotat 
ing contact makers consist of twin meé 
bridges providing spring pressure on the 
fixed terminals. Circuit is made and ID 
terrupted by the rotor blades within the 
cylinder and entirely within the chambet 
formed by the recessed discs. In 
rotors can be supplied in single-pole 
double-pole blades. 
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Because of the basic importance 
of adequate wiring to the entire 
electrical industry, Anaconda 
is presenting messages like this 
in a wide list of national 


ANACON 


publications. 


There will be no finer postwar present than 
a home generously equipped with electrical 
servants — provided there is sufficient electri- 
cal capacity for efficient performance. 
Don’t take past electrical experience as a 
guide. The huge increases in electrical usage 
in the future are certain to surprise you. 


Plan reserve capacity now and avoid costly, 


Auayon 


troublesome alterations later. 

Industrial Plants! The same applies with 
equal weight to your electrical set-up. Why 
not talk it over now with your electrical con- 
tractor, utility power engineer, plant power 
engineer. In home or plant, planned wiring 
will cost a lot less than unplanned wiring. 
It’s always wiser to Wire Ahead! a1206 


DA WIRE & CABLE COMPANY 


25 Broadway, New York 4... Sales Offices in Principal Cities 


















Saturday, Oct. 14th, at 8:30 P.M.[E. W.T.] over 189 Stations of the Blue Network 


ALLIS-CHALMERS 
Salutes the 


ELECTRIC 


LIGHT AND POWER 


INDUSTRY 


—Pays tribute to the Men and Women 
of this great industry on the famous 


BOSTON SYMPHONY 


Saturday Night Radio Program 
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UNEIN THIS TRIBUTE. Listen and be possible” demands for electric power, helped 

















proud as a nation-wide network of 189 vital war industries multiply production many 
radio stations tells America of your industry’s times. It’s a salute to you. . . to every man 
great contribution to the war effort . . . of the and woman working in America’s great Elec- 
way you and your associates have met ‘“‘im- tric Light and Power Industry! Don’t miss it. 





Check Your Local Paper for Time and Station 


ALLIS « > CHALMER! 


“Engineering That Aids All Industry Furthers American Good Living” 


